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Abstracts of the ANZICS/CACCN 22nd Annual 
Scientific Meeting, October 16-19, 1997, Hobart, 
Tasmania. 431-456. 

Abstracts of the Australian and New Zealand College 
of Anaesthetists and Faculty of Intensive Care, 
Annual Scientific Meeting, May 2-6, 1998, New- 
castle, NSW. 687-708. 

Abstracts of the National Scientific Congress of the 
Australian Society of Anaesthetists, Hobart, 
[asmania, October 25-29, 1997. 322-328. 

Age factors, geriatric 

Yap JCM, Critchley LAH, Yu SC, Calcroft RM. 
Derrick JL, (OP). A comparison of three fluid- 
vasopressor regimens used to prevent hypotension 
during subarachnoid anaesthesia in the elderly. 
497-502. 

Airway 

Kurien KM, (C). Maintaining optimal head position- 

ing for laryngoscopy. 331. 
Airway, assessment 

Bilgin H, Ozyurt G, (OP). Screening tests for predict- 
ing difficult intubation. A clinical assessment in 
Turkish patients. 382-386. 

Airway, complications 

Norton A, Germonpre J, Semple T, (CR). Pulmonary 
aspiration of blood following traumatic larnygeal 
mask airway insertion. 213-215. 

Airway, difficult 

Chan SKC, Ng SK, Cho AMW, Oh TE, (CR). 
Anaesthetic implications of Maffucci’s syndrome. 
586-589. 

Fukutome T,; Amaha K, Nakazawa K, Kawamura T, 
Noguchi H, (OP). Tracheal intubation through the 
intubating laryngeal mask airway (LMA-Fastrach) 
in patients with difficult airways. 387-391. 

Ishimura H, Minami K, Sata T, Murashima K, 
Shigematsu A, (CR). Airway management for an 
uncooperative patient with recessive dystrophic 
epidermolysis bullosa. 110-111. 

Airway, management 

Fukutome T, Amaha K, Nakazawa K, Kawamura T, 
Noguchi H, (OP). Tracheal intubation through the 
intubating laryngeal mask airway (LMA-Fastrach) 
in patients with difficult airways. 387-391. 

Airway, mucosa 

Branson RD, Campbell RS, Davis K, Porembka DT, 
(OP). Anesthesia circuits, humidity output, and 
mucociliary structure and function. 178-183. 

Airway, obstruction 

Norton A, Roberton G, (CR). Functional upper air- 
way obstruction. 216-218. 

Penberthy AJ, Roberts N, (CR). Recurrent acute 
upper airway obstruction after anterior cervical 
fusion. 305-307. 

Airway, patency 

van Poppelen R, Marck K, (C). Clearing the airway— 

mouth gags, wedges and openers. 225. 
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Branson RD, Campbell RS, Davis K, Porembka DT, 
(OP). Anesthesia circuits, humidity output, and 
mucociliary structure and function. 178-183. 
Anaesthesia 
Howe PW, Condon JR, Goodchild CS, (OP). 
Anaesthesia for aboriginal Australians. 86-91. 
Rigg J, Cokis C, Collins K, Glass DD, Jamrozik K, 
Leslie K, Myles P, Peyton P, Poustie S, Silbert B, 
(SR). Improving the evidence base for anaes- 
thesia. 658-661. 
Anaesthesia, cardiac 
Liu HC, Ang SBL, Chen FG, (CE). Anaesthesia for 
transmyocardial laser revascularization—initial 
experience with seven patients. 654-657. 
Anaesthesia, general 
Clarke JP, Schuitemaker MN, Sleigh JW, (OP). The 
effect of intraoperative ventilation strategies on 
perioperative atelectasis. 262-266. 
Anaesthesia, paediatric 
Rainey L, van der Walt JH, (CR). The anaesthetic 
management of autistic children. 682-686. 
Anaesthetic intravenous, propofol 
Blake DW, Hogg MN, Hackman CH, Pang J, 
Bjorksten AR, (OP). Induction of anaesthesia 
with sevoflurane, preprogrammed propofol 


infusion or combined sevoflurane/propofol for 
laryngeal mask insertion: Cardiovascular, move- 
ment and EEG bispectral index responses. 360- 
365. 

Brooker CD, Sutherland J, Cousins MJ, (OP). 
Propofol maintenance to reduce postoperative 


emesis in thyroidectomy patients: A group sequen- 
tial comparison with isoflurane/nitrous oxide. 625- 
629. 

Harper I, Della-Marta E, Owen H, Plummer J, Ilsley 
A, (OP). Lack of efficacy of propofol in the treat- 
ment of early postoperative nausea and vomiting. 
366-370. 

Kern C, Weber A, Aurilio C, Forster A, (OP). Patient 
evaluation and comparison of the recovery profile 
between propofol and thiopentone as induction 
agents in day surgery. 156-161. 

Kiyama S, Yoshikawa T, (C). Target-controlled infu- 
sion of propofol for the difficult airway. 591-592. 

Lorimer M, Hall R, (CR). Remifentanil and propofol 
total intravenous anaesthesia for thymectomy in 
myasthenia gravis. 210-212. 

Webb SAR, Roberts B, Breheny FX, Golledge CL, 

Cameron PD, van Heerden PV, (OP). Con- 

“a tamination of propofol infusions in an intensive 

care unit: Incidence and clinical significance. 162- 
164. 

Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 
clinical trial comparing Ro 48-6791, a new short- 
acting benzodiazepine, with propofol for induction 
of anaesthesia. 509-514. 

Anaesthetic intravenous, Ro48-6791 
Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 


AP. Abstracts: AV, Audiovisual; BR, Book review; C, Correspondence; CE, Clinical experience; CN, Cover note; CR, Case report: 
CT, Clinical technique; E, Editorial: EH, Ethics: EQ, Equipment; ER, Erratum: ET, Education & training; H, History; IP, Invited paper; 
OB, Obituary; OP. Original paper; OR, Oration; PF. Pacific forum; PV, Point of view; R, Review: S, Symposium; SA, Special article; 
SC, Special communication; SR, Special report; SV, Survey; TN, Technical note. 
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clinical trial comparing Ro 48-6791, a new short- 
acting benzodiazepine, with propofol for induction 
of anaesthesia. 509-514. 
Anaesthetic intravenous, thiopentone 
Kern C, Weber A, Aurilio C, Forster A, (OP). Patient 
evaluation and comparison of the recovery profile 
between propofol and thiopentone as induction 
agents in day surgery. 156-161. 
Anaesthetic local, amethocaine 
: Wongprasartsuk P, Main BJ, (CR). Adverse local 
a reactions to amethocaine cream—audit and case 
reports. 312-314. 
Anaesthetic local, bupivacaine 
McGlade DP, Kalpokas MV, Mooney PH, Chamley D, 
Mark AH, Torda TA, (OP). A comparison of 0.5% 
ropivacaine and 0.5% bupivacaine for axillary 
brachial plexus anaesthesia. 515-520. 
Anaesthetic local, lignocaine 
Mostafa SM, Murthy BVS, Hodgson CA, Beese E, 
(C). Nebulized 10% lignocaine for awake fibre- 
optic intubation. 222-223. 
Anaesthetic local, ropivacaine 
Crowhurst JA, (C). Ropivacaine 0.5% and_ bupi- 
-vacaine 0.5% epidural blockade for lower limb 
orthopaedic surgery. 460. 
oy McGlade DP, Kalpokas MV, Mooney PH, Chamley D, 
Mark AH, Torda TA, (OP). A comparison of 0.5% 
ropivacaine and 0.5% bupivacaine for axillary 
brachial plexus anaesthesia. 515-520. 
o~ Plowman AN, Bolsin S, Mather LE, (CR). Central 
nervous system toxicity attributable to epidural 
ropivacaine hydrochloride. 204-206. 
Anaesthetic techniques 
Tan SSW, Tan GM, (CR). Anaesthesia for tracheo- 
plasty: Case report and review of anaesthesia tech- 
niques. 308-311. 
Anaesthetic techniques, closed circuit 
Bewley JS, Eltringham RJ, Sanderson P, (EQ). Closed 
- circuit anaesthesia in ventilated patients using the 
¢ Komesaroff vaporizer within the circle. 558-562. 
a Branson RD, Campbell RS, Davis K, Porembka DT, 
(OP). Anesthesia circuits, humidity output, and 
mucociliary structure and function. 178-183. 
Anaesthetic techniques, inhalation 
Chan L, Jalaludin MA, (C). Inhalational induction 
with sevoflurane in an adult with asthma and 
tracheal stenosis. 709-710. 
(C). Inhalational induction with 


ply 


Teh J, Platt H, 
. sevoflurane in central airway obstruction. 458. 
Anaesthetic techniques, intravenous 
Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 
clinical trial comparing Ro 48-6791, a 1ew short- 
acting benzodiazepine, with propofol for induction 
of anaesthesia. 509-514. 
Anaesthetic techniques, intravenous infusion 
Blake DW, Hogg MN, Hackman CH, Pang J, 
Bjorksten AR, (OP). Induction of anaesthesia 
with sevoflurane, preprogrammed propofol infu- 
sion or combined sevoflurane/propofol for 
laryngeal mask insertion: Cardiovascular, move- 
ment and EEG bispectral index responses. 360- 
365. 
Kiyama S, Yoshikawa T, (C). Target-controlled 
infusion of propofol for the difficult airway. 591- 
592. 


Anaesthetic techniques, low flow 

McKenzie AJ, (OP). Reinforcing a “low flow” anaes- 
thesia policy with feedback can produce a 
sustained reduction in isoflurane consumption. 
371-376. 

Anaesthetic techniques—regional, brachial plexus 

McGlade DP, Kalpokas MV, Mooney PH, Chamley D, 
Mark AH, Torda TA, (OP). A comparison of 0.5% 
ropivacaine and 0.5% bupivacaine for axillary 
brachial plexus anaesthesia. 515-520. 

Anaesthetic techniques—regional, cervical plexus 

Emery G, Handley G, Davies MJ, Mooney PH, (OP). 
Incidence of phrenic nerve block and hypercapnia 
in patients undergoing carotid endarterectomy 
under cervical plexus block. 377-381. 7 

Anaesthetic techniques—regional, combined spinal- 
epidural 

Christie IW, Ahkine PA, Holland RL, (CR). Central 
regional anaesthesia in a patient with Klippel- 
Trenaunay syndrome. 319-321. 

Vartis A, Collier CB, Gatt SP, (OP). Potential intra- 
thecal leakage of solutions injected into the 
epidural space following combined spinal epidural 
anaesthesia. 256-261. 

Anaesthetic techniques—regional, complication 

Kluger MT, (C). Delayed onset femoral nerve block 
following an inguinal field block for hernia repair. 
592-593. 

Anaesthetic techniques—regional, epidural 

Berry FR, (C). Vale epidural anaesthesia? 457. 

Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 
(OP). Patient-controlled epidural versus intra- 
venous pethidine to supplement epidural bupiva- 
caine after abdominal aortic surgery. 630-635. 

Burstal R, (C). Epidural analgesia: prospective 
audit—reply. 597-598. 

Gray DP, (C). Epidural analgesia: prospective audit. 
597. 

Plowman AN, Bolsin S, Mather LE, (CR). Central 
nervous system toxicity attributable to epidural 
ropivacaine hydrochloride. 204-206. 

Raj V, Foy J, (CR). Paraspinal abscess associated with 
epidural in labour. 424-426. 

Vandendriesen NM, Lim W, Paech MJ, (SV). Labour 
ward midwifery staff epidural knowledge and 
practice. 411-419. 

Vandendriesen NM, Lim W, Paech MJ, Michael C, 
(SV). Obstetricians’ knowledge and attitudes 
toward epidural analgesia in labour. 563-567. 

Anaesthetic techniques—regional, intercostal 

Karmakar MK, Critchley L, (C). Continuous extra- 
pleural intercostal nerve block for post thora- 
cotomy analgesia in children. 115-116. 

Anaesthetic techniques—regional, peribulbar 

Bosman YK, Krige SJ, Edge KR, Newstead J, DuToit 
PW, (OP). Comfort and safety in eye surgery 
under local anesthesia. 173-177. 

Anaesthetic techniques—regional, retrobulbar 

Jackson K, Vote D, (CR). Multiple cranial nerve 
palsies complicating retrobulbar eye block. 662- 
664. 

Anaesthetic techniques—regional, subarachnoid 

Critchley LAH, (C). Bradycardia following intrathecal 

pethidine. 331. 
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Gray DP, (C). Intrathecal pethidine. 594. 
~ Hoskin MF, (CR). Spinal anaesthesia—the current 
trend towards narrow gauge atraumatic (pencil 
- point) needles. Case reports and review. 96-106. 
Ngan Kee WD, (C). Dosage of intrathecal pethi- 
N 


dine— Reply. 709. 

~ Ngan Kee WD, (OP). Intrathecal pethidine: Pharma- 
cology and clinical applications. 137-146. 

_ Sia AT, Chong JL, (C). Dosage of intrathecal pethi- 

4, dine and body weight. 709. 

~ Yap JCM, Critchley LAH, Yu SC, Calcroft RM, 
Derrick JL, (OP). A comparison of three fluid- 
vasopressor regimens used to prevent hypotension 
during subarachnoid anaesthesia in the elderly. 
497-502. 

Anaesthetic volatile, isoflurane 
Brooker CD, Sutherland J, Cousins MJ, (OP). 

Propofol maintenance to reduce postoperative 
emesis in thyroidectomy patients: A group sequen- 
tial comparison with isoflurane/nitrous oxide. 625- 
629. 

~ McKenzie AJ, (OP). Reinforcing a “low flow” anaes- 
thesia policy with feedback can produce a sus- 
tained reduction in isoflurane consumption. 371- 
376. 

Anaesthetic volatile, sevoflurane 
Baines D, (C). Convulsive movements with sevoflu- 
rane induction in children. 329. 

Blake DW, Hogg MN, Hackman CH, Pang J, 
Bjorksten AR, (OP). Induction of anaesthesia 
with sevoflurane, preprogrammed _ propofol 
infusion or combined sevoflurane/propofol for 
laryngeal mask insertion: Cardiovascular, 
movement and EEG bispectral index responses. 
360-365. 

Schultz B, Schultz A, (C). Epileptiform EEG poten- 

tials with sevoflurane. 329. 

Teh J, Platt H, (C). Inhalational induction with 
sevoflurane in central airway obstruction. 458. 
Anaesthetist 
Watts RW, Marley J, Worley P, (OP). Undergraduate 
education in anaesthesia; The influence of role 
models on skills learnt and career choice. 201-203. 
Anaesthetist, attitudes 
Khursandi DCS, (SV). Unpacking the burden. 
Gender issues in anaesthesia. 78-85. 
Analgesia, obstetric 
Raj V, Foy J, (CR). Paraspinal abscess associated with 
epidural in labour. 424-426. 

_ Vandendriesen NM, Lim W, Paech MJ, (SV). Labour 
ward midwifery staff epidural knowledge and prac- 
tice. 411-419. 

~ Vandendriesen NM, Lim W, Paech MJ, Michael C, 
(SV). Obstetricians’ knowledge and attitudes 
toward epidural analgesia in labour. 563-567. 

Analgesia, postoperative 
Burstal R, Hayes C, Lantry G, Wegener F, (OP). 
Epidural analgesia—A prospective audit of 1062 
patients. 165-173. 
Analgesia, requirements 
Connor DFJ, Muir A, (C). Balanced analgesia for the 
Management of pain associated with multiple 
fractured ribs in an opioid addict. 459. 
Analgesic techniques, extradural 
Burstal R, Hayes C, Lantry G, Wegener F, (OP). 


Epidural analgesia—A prospective audit of 1062 
patients. 165-173. 
Ngan Kee WD, (R). Epidural pethidine: Pharma- 
cology and clinical experience. 247-255. 
Analgesic techniques, intravenous 
Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 
(OP). Patient-controlled epidural versus intra- 
venous pethidine to supplement epidural bupiva- 
caine after abdominal aortic surgery. 630-635. 
Analgesic techniques, patient controlled—epidural 
Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 
(OP). Patient-controlled epidural versus intra- 
venous pethidine to supplement epidural bupiva- 
caine after abdominal aortic surgery. 630-635. 
Analgesic techniques, patient controlled—intravenous 
Blunt D, Hastie C, Stephens P, (C). More than he nin- 
tended? 330. 
Analgesics non-opioid, tenoxicam 
Munro FJ, Young SJ, Broome IJ, Robb HM, Wardall 
GJ, (OP). Intravenous tenoxicam for analgesia 
following laparoscopic cholecystectomy. 56-60. 
Analgesics opioid, morphine 
Munro FJ, Young SJ, Broome IJ, Robb HM, Wardall 
GJ, (OP). Intravenous tenoxicam for analgesia 
following laparoscopic cholecystectomy. 56-60. 
Analgesics opioid, pethidine 
Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 
(OP). Patient-controlled epidural versus intra- 
venous pethidine to supplement epidural bupiva- 
caine after abdominal aortic surgery. 630-635. 
Ngan Kee WD, (OP). Intrathecal pethidine: Pharma- 
cology and clinical applications. 137-146. 
Ngan Kee WD, (R). Epidural pethidine: Pharma- 
cology and clinical experience. 247-255. 
Analgesics opioid, remifentanil 
Lorimer M, Hall R, (CR). Remifentanil and propofol 
total intravenous anaesthesia for thymectomy in 
myasthenia gravis. 210-212. 
Antibiotics 
Bellomo R, Bersten AD, Boots RJ, Bristow PJ, Dobb 
GJ, Finfer SR, McArthur CJ, Richards B, 
Skowronski GA, (OP). The use of antimicrobials 
in ten Australian and New Zealand intensive care 
units. 648-653. 
Aspiration 
Kluger MT, Willemsen G, (SV). Antiaspiration 
prophylaxis in New Zealand: A national survey. 
70-77. 
Assessment 
Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, 
Tuxen DV, (OP). Optimal assessment of cervical 
spine trauma in critically ill patients: A prospective 
evaluation. 487-491. 
Assessment, preanaesthetic 
Kwek TK, Lew TWK, Thoo FL, (OP). The role of 
preoperative cervical spine x-rays in rheumatoid 
arthritis. 636-641. 
Russell WJ, Metcalfe IR, Tonkin AL, Frewin 
DB, (OP). The preoperative management of 
phaeochromocytoma. 196-200. 
Ataractics, butyrophenones 
Vanlint S, (C). Droperidol and dysphoria. 224-225. 
Audiovisual Review 
Beilby D, (AV). Haemaccel: Intraoperative Normo- 
volemic Haemodilution. 470. 
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Audit 

Baldwin I, Shaw A, (SR). 
Australian incident monitoring study in intensive 
care: Local unit review meetings and report man-— 
agement. 294-297. 

Burstal R, Hayes C, Lantry G, Wegener F, (OP). 
Epidural analgesia—A prospective audit of 1062 
patients. 165-173. 

Chalkiadis GA, Goucke CR, (OP). Depth of central 
venous catheter insertion in adults: an audit and 
assessment of a technique to improve tip position. 
61-66. 

Khursandi DCS, (SV). Unpacking the burden. a 
Gender issues in anaesthesia. 78-85. 
~ Kluger MT, (ET). Trainees attitudes to research as_ 
of anaesthetic training. 92-95. 
Kluger MT, Willemsen G, (SV). Antiaspiration pro-. 

phylaxis i in New Zealand; A national survey. 70-77. 
_ McKenzie AJ, (OP). Reinforcing a “low flow” anaes- 

thesia policy with feedback can produce a 
sustained reduction in isoflurane consumption. 
371-376. 

Vandendriesen NM, Lim W, Paech MJ, Michael C 
(SV). Obstetricians’ knowledge and attitudes 
toward epidural analgesia in labour. 563-567. 

Wongprasartsuk P, Main BJ, (CR). Adverse local re- 

actions to amethocaine cream—audit and case 
reports. 312-314. 


Blood 
Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis — 
scutatus) prothrombin activator and investigation 
of release of vasoactive substances. 536-547. 
Blood, anticoagulants 
Gallo J, (C). Brodifacoum. 710-711. 
Blood, anticoagulants—heparin 
Gibbs NM, Bell R, (OP). The effect of low-dose 
heparin on hypercoagulability following abdomi- 
nal aortic surgery. 503-508. 
Blood, coagulation 
Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) prothrombin activator and investigation 
of release of vasoactive substances. 536-547. 
Tibballs J, (OP). The cardiovascular, coagulation and — 
haematological effects of tiger snake (Notechis 
scutatus) venom. 529-535. 
Blood, lactate 
Divatia JV, Jacques T; Day P, Bihara DJ, (OP). 
Evaluation of a lactate sensor for rapid, repeated 
measurements of blood lactate concentrations. 
184-188. 
Blood pressure, hypotension 
Powell CG, Unsworth DJ, McVey FK, (CR). Severe 
hypotension associated with  angiotensin- 
converting enzyme inhibition in anaesthesia. 107- 
109. 
Book Reviews 
Mechanical Ventilation. International Anesthesiology 


Clinics. Deb B, Pearl RG. pr 
Lake CL, Rice LJ, — 


Advances in Anesthesia, Vol. 
Sperry RJ. 712-713. 

Alternate-Site Anesthesia: Clinical Practice Outside 
the Operating Room. Russell GB. 228. 
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Anaesthesia and Intensive Care in Hong Kong. 
Evolution and Present Position. Lett Z, Joy-Wah 
RL. 229-230. 

Anaesthesia, Pain, Intensive Care and Emergency 
Medicine. Proceedings of the 12th Postgraduate 
Course in Critical Care Medicine. Gullo A. 717. 

Anaesthesia. Essays on its History. Rupreht J, van 
Lieburg MJ, Lee JA, Erdmann W. 714. 

Anesthesia Equipment Manual. Sosis B. 339. 

Assessment and Treatment of Cancer Pain. Progress 
in Pain Research and Management, Volume 12. 
Payne R, Patt RB. 715. 

Atlas of Transesophageal Echocardiography. Nanda 
NC, Domanski MJ. 601-602. 

Brain Edema X. James HE, Marshall LF, Reulen HJ, 
Baethmann A, Marmarou A, Ito U, Hoff JT, 
Kuroiwa T, Czernicki Z. 603. 

Chronic Pain Management: The 
PAJ. 607. 

Clinical and Rescuscitative Data: A Compendium of 
Acute Medical Data. Dunnill R, Colvin P. 603-604. 

Clinical Anesthesia Procedures of the Massachusetts 
General Hospital. Fifth Edition. Hurford WE, 
Bailin MT. 469. 

Clinical Cardiovascular Medicine in Australia. Coriat 
P. 716. 

Clinical Pediatric Anesthesia. Badgwell JM. 713. 

Clinical Problems in Obstetric Anaesthesia. Russell 
IF, Lyons G. 229. 

Critical Care Medicine: The essentials, 2nd Edition. 
Marini JJ, Wheller AP. 602-603. 

Current Therapy in Critical Care Medicine, Third 
Edition. Parrillo JE. 719. 

Drug Prescribing in Anaesthesia and Intensive Care. 
Paw HGW, Park GR. 337-338. 

Endocrine Disorders and Anesthesia. International 
Anesthesiology Clinics. Desborough J. 337. 

Essential Anatomy for Anesthesia. Black SM, 
Chambers WA. 466. 

Essential Reports for Anaesthetists. Hambly PR. 228. 

Handbook of Critical Care. Second Edition. Kirby 
RR, Taylor RW, Civetta JM. 335-336. 

Handbook of Mechanical Ventilatory Support. 2nd 
Edition. Stock MC, Perel A. 715. 

Handbook of Patient-Controlled Analgesia. Subhedar 
DV, Malik V, Rudz D. 338. 

How to Survive in Anaesthesia. Robinson PN, 
GM. 717. 

Illustrated Textbook of Pediatric Emergency & 
Critical Care Procedures. Dieckman RA, Fiser 
DH, Selbst SM. 716. 

International Anesthesiology Clinics: 
Management In Pediatric Anesthesia. 
LM. 227. 

Management of Acute and Chronic Pain. Rawal N. 
713-714. 

Management of the Operating Room. International 
Anesthesiology Clinics. Willock M. 712. 

Measurement of Pain in Infants and Children. 
Progress in Pain Management and Research 
Volume 10. Finley GA, McGrath PJ. 604-605. 

Molecular Neurobiology of Pain. Borsook D. 605. 

Neural Blockade in Clinical Anaesthesia and 
Management of Pain. 3rd Edition. Cousins MJ. 
467. 


Essentials. Hardy 


Hall 


Airway 
Borland 
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Neuroanesthesia. Johnson JO, Sperry RJ, Stanley TH. 
339. 

Non-Invasive Cardiovascular Monitoring. Hayes B. 

Obstetric Anesthesia and Uncommon Disorders. 
Gambling DR, Douglas MJ. 336. 

Pain Relief in Labour. Russell R, Scrutton M, Porter 
J. 466-467. 

Pediatric Critical Care, 2nd Edition. Fuhrman BP, 
Zimmerman JJ. 716-717. 

Pediatric Emergency Medicine: Concepts and Clinical 
Practice. 2nd Edition. Barkin RM. 470. 

Perioperative Transfusion Medicine. Spiess BD, 
Counts RB, Gould SA. 712. 

Postoperative Recovery and Pain Relief. Eltringham 
R, Casey W, Durkin M. 337. 

Principles and Practice of Critical Care. Garrard C, 
Foex P, Westaby S. 228-229. 

Principles and Practice of Intensive Care Monitoring. 
Tobin MJ. 469. 

Problems in Anaesthesia. Management of Acute Pain. 
Grass JA. 718. 

Problems in Anesthesia. Management of the Elderly 
Surgical Patient. Dauchot PJ, Cascorbi H. 606. 
Problems in Anesthesia: Controversies in Critical 
Care Anesthesia. Coursin DB, Prough DS, 

Fleisher LA. 336. 

Problems in Anesthesia: Controversies in Neuro- 
anesthesia. Prough DS, Zornow MH, Fleisher LA. 
227. 

Problems in Anesthesia: Preoperative Evaluation in 
an Era of Cost Containment. Fleisher LA, Prough 
DS. 335. 

Proceedings of the 8th World Congress on Pain. 
Jensen TS, Turner JA. 338. 

Q Base Anaesthesia: 2. MCQs for the final FRCA. 
Hammond E, MelIndoe A. 119. 

Regional Anaesthesia CD-ROM: An Interactive Atlas 
of Anatomy and Techniques. Hahn MB, Quillan 
PM, Sheplock GJ. 714-715. 

Sepsis and Multiorgan Failure. Fein AM, Abraham 
EM, Balk RA, Bernard GR, Bone RC, Dantzker 
DR, Fink MR. 602. 

Textbook of Pediatric Emergency 
Henretig FM, King C. 601. 

The Anaesthesia OSCE. Eggers K, Everatt J, Arthurs 
G. 606-607. 

The Genesis of Surgical Anaesthesia. Bergman N. 
467. 

The ICU Book. Marino PL. 604. 

The Laryngeal Mask Airway: A Review and Practical 
Guide. Brimacombe JR, Brain AIJ. 718-719. 

The Pathophysiology of Pneumoperitoneum. Rosen- 

thal PJ, Friedman RL, Phillips EH. 468. 
_ Wards Anaesthetric Equipment. Moyle JTB, Davey A. 
606. 
Brain, meningitis 

Ti LK, Kang SC, Cheong KF, (CR). Acute hypona- 
traemia secondary to cerebral salt wasting syn- 
drome in a patient with tuberculous meningitis. 
420-423. 

Brain, oxygen consumption 

Gomersall CD, Leung PL, Gin T, Joynt GM, Young 
RJ, Poon WS, Oh TE, (OP). A comparison of the 


Procedures. 


Hamamatsu NIRO 500 and the INVOS 3100 near- 
infrared spectrophotometers. 548-557. 
Brain, trauma 
Havill JH, Sleigh J, (OP). Management and outcomes 
of patients with brain trauma in a tertiary referral 
trauma hospital without neurosurgeons on site. 


642-647. 


Caesarean section 
Chen FG, Koh KF, Chong YS, (CR). Cardiac arrest 
associated with sulprostone use during caesarean 
section. 298-301. 
Calcium channel block, verapamil 
Tibballs J, Williams D, Sutherland SK, (OP). The 
effects of antivenom and verapamil on the haemo- 
dynamic actions of Chironex fleckeri (box jellyfish) 
venom. 40-45. 

Carbon dioxide 

Sherlock S, Buist M, Rasiah R, Edwards A, Shearer 
WAJ, (CR). Carbon dioxide embolism following 
diagnostic hysteroscopy. 674-676. 

Venkatesh B, Morgan J, Jones RDM, Clague A, (OP). 
Validation of air as an equilibration medium in 
gastric tonometry: An in vitro evaluation of 
two techniques for measuring air PCOz. 

f 46-50. 
Carbon dioxide, hypercapnia 
Emery G, Handley G, Davies MJ, Mooney PH, (OP). 
Incidence of phrenic nerve block and hypercapnia 
in patients undergoing carotid endarterectomy 
under cervical plexus block. 377-381. 
Children 
Rainey L, van der Walt JH, (CR). The anaesthetic 
management of autistic children. 682-686. 
Wongprasartsuk P, Main BJ, (CR). Adverse local reac- 
tions to amethocaine cream—audit and case 
reports. 312-314. 
Clinical trials 
Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 
— clinical trial comparing Ro 48-6791, a new short- 
pee benzodiazepine, with propofol for induction 
anaesthesia. 509-514. 
Complications 
Critchley LAH, (C). Bradycardia following intrathecal 
pethidine. 331. 
Complications, aspiration 
Kluger MT, Willemsen G, (SV). Antiaspiration pro- 
phylaxis in New Zealand; A national survey. 70-77. 
Norton A, Germonpre J, Semple T, (CR). Pulmonary 
aspiration of blood following traumatic larnygeal 
mask airway insertion. 213-215. 
Complications, atelectasis 
Clarke JP, Schuitemaker MN, Sleigh JW, (OP). The 
effect of intraoperative ventilation strategies on 
perioperative atelectasis. 262-266. 
Complications, barotrauma 
Webb T, (CR). Pneumothorax and pneumomedi- 
astinum during colonoscopy. 302-304. 
Complications, cardiac arrest 
Chen FG, Koh KF, Chong YS, (CR). Cardiac arrest 
associated with sulprostone use during caesarean 
section. 298-301. 
Chilvers M, Lang C, Jones D, (C). Intraoperative 
asystole and history of syncope. 593-594. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


7 
= 
= 
hy 
‘ 
on 
7 


SuBJECT INDEX VOLUME 26 


Complications, catheter migration 
Burstal R, Wegener F, Hayes C, Lantry G, (OP). 
Subcutaneous tunnelling of epidural catheters for 
postoperative analgesia to prevent accidental 
dislodgement: A randomized, controlled trial. 
147-151. 
Complications, catheter misplacement 
Chalkiadis GA, Goucke CR, (OP). Depth of central 
venous catheter insertion in adults: an audit and 


assessment of a technique to improve tip position. 7 
61-66. 


Complications, cerebral salt wasting 
Ti LK, Kang SC, Cheong KF, (CR). Acute hypona- 
traemia secondary to cerebral salt wasting 
syndrome in a patient with tuberculous meningitis. 
420-423. 
Complications, coagulopathy 


haematological effects of tiger snake (Notechis 
scutatus) venom. 529-535. 
Complications, convulsion 
Plowman AN, Bolsin S, Mather LE, (CR). Central 
nervous system toxicity attributable to epidural 
ropivacaine hydrochloride. 204-206. 
Complications, drug interaction 
Powell CG, Unsworth DJ, McVey FK, (CR). 
Severe hypotension associated with angiotensin- 
converting enzyme inhibition in anaesthesia. 107- 
109. 
Complications, dural puncture 
Hoskin MF, (CR). Spinal anaesthesia—the current 
trend towards narrow gauge atraumatic (pencil 
point) needles. Case reports and review. 96-106. 
Complications, embolism 
Hebbard PD, (OP). Venous embolism of diathermy 
evolved gases complicating hysteroscopic endo- 
metrial ablation using glycine irrigant. 112-114. 
Complications, equipment 
Beh T, (C). Knotting of nasogastric tube. 116. 
Boccardo M, (C). Oxygen contamination of the 
nitrous oxide pipeline supply. 598-599. 
Chan S, Chen PP. Chui PT, Ma M, (C). Unintentional 
bolus with Graseby 9300 PCA pump. 117. 
Cowling M, (C). CATO machine failure. 329-330. 
Crowhurst JA, Plaat F, (C). Fractured fine gauge, nar- 
row, atraumatic (pencil point) spinal needles. 457. 

French RA, Kennedy RR, (OP). Disconnect alarm 
failure in detection of common gas outlet discon- 
nection. 665-670. 

Gowardman JR, Moriarty B, (CR). Explosion and fire 
in the expiratory limb of a Fisher and Paykel 
“Three in One” respiratory care system. 427-430. 

Lye A, Patrick R, (CR). Oxygen contamination of the — 
nitrous oxide pipeline supply. 207-209. 

Pathy S, Chandrasekara D, Hackwill K, Story D, (C). 
Infusion pumps and MRI. 117. 

Rosewarne F, Clarke J, (C). An unusual fault in a pin- 
index yoke. 592. : 

Smith S, (C). Faulty markings on an epidural catheter. 
594-595. 

Widdowson WM, Walker L, Havill JH, Sleigh JW, 


Tibballs J, (OP). The cardiovascular, coagulation and _ 


on arterial lines. 51-55. 


(OP). Microbial contamination of three-way taps — ; 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


Complications, extradural abscess 
Raj V, Foy J, (CR). Paraspinal abscess associated with 
epidural in labour. 424-426. 
Complications, haemolysis 
Bierer P, Holt AW, Bersten AD, Plummer JL, 
Chalmers AH, (OP). Haemolysis associated with 
continuous venovenous renal replacement circuits. 
272-275. 
Complications, headache 


_ Hoskin MF, (CR). Spinal anaesthesia—the current 


trend towards narrow gauge atraumatic (pencil 
point) needles. Case reports and review. 96-106. 
Complications, hepatic 
Venkatesh B, Tesar P, (CR). Hepatic portal venous gas 
in a critically ill patient. 575-578. 
Complications, hypercapnia 
Emery G, Handley G, Davies MJ, Mooney PH, (OP). 
Incidence of phrenic nerve block and hypercapnia 
in patients undergoing carotid endarterectomy 
under cervical plexus block. 377-381. 
Complications, hyponatraemia 

Ti LK, Kang SC, Cheong KF, (CR). Acute hypona- 
traemia secondary to cerebral salt wasting syn- 
drome in a patient with tuberculous meningitis. 
420-423. 

Complications, hypotension 

McKenzie AJ, (C). ACE inhibitors, colloid infusions 
and anaesthesia. 330. 

Powell CG, Unsworth DJ, McVey FK, (CR). 
Severe hypotension associated with angiotensin- 
converting enzyme inhibition in anaesthesia. 107- 
109. 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) venom. 529-535. 

Yap JCM, Critchley LAH, Yu SC, Calcroft RM, 
Derrick JL, (OP). A comparison of three fluid- 
vasopressor regimens used to prevent hypotension 
during subarachnoid anaesthesia in the elderly. 
497-502. 

Complications, ileus 

Venkatesh B, Tesar P, (CR). Hepatic portal venous gas 

in a critically ill patient. 575-578. 
Complications, infection 

McLaws M-L, Murphy C, Taylor P, Coroneos N, (OP). 
Measuring line-related bacteraemia in intensive 
care patients. 282-286. 

Complications, intubation tracheal 

Grimmett WG, Poh J, (CR). Clearance of an 
obstructed endotracheal tube with an arterial 
embolectomy catheter with the patient in the 
prone position. 579-581. 

Complications, neurological 

Emery G, Handley G, Davies MJ, Mooney PH, (OP). 
Incidence of phrenic nerve block and hypercapnia 
in patients undergoing carotid endarterectomy 
under cervical plexus block. 377-381. 

Jackson K, Vote D, (CR). Multiple cranial nerve 
palsies complicating retrobulbar eye block. 662- 
664. 

Complications, postoperative vomiting 

Brooker CD, Sutherland J, Cousins MJ, (OP). 
Propofol maintenance to reduce postoperative 
emesis in thyroidectomy patients: A group 


| 
< 
4; 


uf 


sequential comparison with isoflurane/nitrous 
oxide. 625-629. 
Harper I, Della-Marta E, Owen H, Plummer J, Ilsley 
A, (OP). Lack of efficacy of propofol in the treat- 
ment of early postoperative nausea and vomiting. 
366-370. 
Paech MJ, Pavy TJG, Kristensen JH, Wojnar-Horton 
RE, (OP). Postoperative nausea and vomiting: 
Development of a management protocol. 152-155. 
Complications, pulmonary hypertension 
Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus ) venom. 529-535. 
Complications, respiratory 
Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
effect of manual lung hyperinflation and 
postural drainage on pulmonary complications in 
LA mechanically ventilated trauma patients. 492-496. 
Contamination 
Boccardo M, (C). Oxygen contamination of the 
nitrous oxide pipeline supply. 598-599. 
Lye A, Patrick R, (CR). Oxygen contamination of the 
nitrous oxide pipeline supply. 207-209. 
Cover notes 
Ball C, Westhorpe R, (CN). Snow’s Ether Inhaler. 3. 
Ball C, Westhorpe R, (CN). The EMO vaporiser. 347. 
Ball C, Westhorpe R, (CN). The Marrett Drawover 
Apparatus. 239. 
Ball C, Westhorpe R, (CN). The Oxford Vaporizer. 
129. 
Ball C, Westhorpe R, (CN). The Small Inhaler. 479. 
Ball C, Westhorpe R, (CN). The Tecota inhaler. 617. 


Dialysis 
- Bierer P, Holt AW, Bersten AD, Plummer JL, 
Chalmers AH, (OP). Haemolysis associated with 
continuous venovenous renal replacement circuits. 
272-275. 
Diseases, autism 
Rainey L, van der Walt JH, (CR). The anaesthetic 
management of autistic children. 682-686. 
Diseases, epidermolysis bullosa 
Ishimura H, Minami K, Sata T, Murashima K, 
Shigematsu A, (CR). Airway management for an 
uncooperative patient with recessive dystrophic 
epidermolysis bullosa. 110-111. 
Diseases, hydatid 

Boots RJ, (CR). “Near drowning” due to hydatid 

disease. 680-681. 
Diseases, myasthenia gravis 

Lorimer M, Hall R, (CR). Remifentanil and propofol 
total intravenous anaesthesia for thymectomy in 
myasthenia gravis. 210-212. 

Diseases, rheumatoid arthritis 

Kwek TK, Lew TWK, Thoo FL, (OP). The role of pre- 
operative cervical spine X-rays in rheumatoid 
arthritis. 636-641. 

Diseases, tuberculosis 

Raj V, Foy J, (CR). Paraspinal abscess associated with 
epidural in labour. 424-426. 

Ti LK, Kang SC, Cheong KF, (CR). Acute hypona- 
traemia secondary to cerebral salt wasting 
syndrome in a patient with tuberculous meningitis. 
420-423. 


Education, anaesthesia 7 

Kluger MT, (ET). Trainees attitudes to research as 
part of anaesthetic training. 92-95. 

Watts RW, Marley J, Worley P, (OP). Undergraduate 
education in anaesthesia: The influence of role 
models on skills learnt and career choice. 201-203. 

Education, intensive care 

Harrison GA, Byth PL, D’Este CA, (SV). The third 
five-year survey of fellows (by examination) of the 
Faculty of Intensive Care, Australian and New 
Zealand College of Anaesthetists. 401-410. 

Education, nursing 

Vandendriesen NM, Lim W, Paech MJ, (SV). Labour 
ward midwifery staff epidural knowledge and 
practice. 411-419. 

Embolism, air 

Hebbard PD, (OP). Venous embolism of diathermy 
evolved gases complicating hysteroscopic endo- 
metrial ablation using glycine irrigant. 112-114. 

Embolism, amniotic fluid 

Collier CB, (C). Recurring amniotic fluid embolism. 
599-600. 

Duffy B, (C). Does amniotic fluid embolism recur? 
333. 

Embolism, gas 

Sherlock S, Buist M, Rasiah R, Edwards A, Shearer 
WAJ, (CR). Carbon dioxide embolism following 
diagnostic hysteroscopy. 674-676. 

Envenomation, box jellyfish 

Burnett J, (C). The case for the use of verapamil in 
alarming Chironex stings. 461-462. 

Tibballs J, Williams D, Sutherland SK, (C). The case 
for the use of verapamil in alarming Chironex 
stings—Reply. 462-463. 

Tibballs J, Williams D, Sutherland SK, (OP). The 
effects of antivenom and verapamil on the haemo- 
dynamic actions of Chironex fleckeri (box jellyfish) 
venom. 40-45. 

Envenomation, brown snake 

- asci PP, Mirtschin PJ, Nias T, Turnball RK, Kuchel 

- TR, Whitaker AN, (OP). Brown snakes (Pseudo- 
naja genus): venom yields, venom prothrombin 
activator neutralization, and implications affecting 
antivenom usage. 276-281. 

Envenomation, tiger snake 

Jelinek GA, Rogers IR, Corkeron MA, O'Donnell A, 
(CR). Severe multi-system failure following 
delayed presentation with tiger snake envenoma- 
tion. 584-585. 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) prothrombin activator and investigation 
of release of vasoactive substances. 536-547. 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) venom. 529-535. 

Enzymes, angiotensin converting inhibition 

Powell CG, Unsworth DJ, McVey FK, (CR). 
Severe hypotension associated with angiotensin- 
converting enzyme inhibition in anaesthesia. 107- 
109. 

Equipment 

Gomersall CD, Leung PL, Gin T, Joynt GM, Young 

RJ, Poon WS, Oh TE, (OP). A comparison of the 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


726 SUBJECT INDEX VOLUME 26 
= 


-SUBJECT INDEX 


Hamamatsu NIRO 500 and the INVOS 3100 near- 


infrared spectrophotometers. 548-557. 
Equipment, airway 
Berman JC, (C). The Berman airway. 597. 
Equipment, alarms 
French RA, Kennedy RR, (OP). Disconnect alarm 
failure in detection of common gas outlet discon- 
nection. 665-670. 
Equipment, anaesthesia machine 
Cowling M, (C). CATO machine failure. 329-330. 
Equipment, breathing system 
Bewley JS, Eltringham RJ, Sanderson P, (EQ). Closed 
circuit anaesthesia in ventilated patients using the 
Komesaroff vaporizer within the circle. 558-562. _ 
Gowardman JR, Moriarty B, (CR). Explosion and fire 
in the expiratory limb of a Fisher and Paykel 
“Three in One” respiratory care system. 427-430. 
Equipment, cannulae intravascular 
McLaws M-L, Murphy C, Taylor P, Coroneos N, (OP). 
Measuring line-related bacteraemia in intensive 
care patients. 282-286. 
Widdowson WM, Walker L, Havill JH, Sleigh JW, 
(OP). Microbial contamination of three-way taps 
on arterial lines. 51-55. 
Equipment, catheter embolectomy 
Grimmett WG, Poh J, (CR). Clearance of an 
obstructed endotracheal tube with an arterial 
embolectomy catheter with the patient in the 
prone position. 579-581. 
Equipment, catheters central venous 
Chalkiadis GA, Goucke CR, (OP). Depth of central 
venous catheter insertion in adults: an audit and 
assessment of a technique to improve tip position. — 
61-66. 
Equipment, catheters extradural 
Burstal R, Wegener F, Hayes C, Lantry G, (OP). 
Subcutaneous tunnelling of epidural catheters for 
postoperative analgesia to prevent accidental dis- 
lodgement: A randomized, controlled trial. 
151. 
Smith S, (C). Faulty markings on an epidural catheter. 
594-595. 
Equipment, circuits—gas 
Poh J, Brimacombe J, (OP). A comparison of the 
T-piece, venturi T-piece and T-bag for emergence 
with the laryngeal mask. 526-528. 
Equipment, cylinder 
Rosewarne F, Clarke J. (C). An unusual fault in a pin- 
index yoke. 592. 
Equipment, extracorporeal circulation 
Bierer P, Holt AW, Bersten AD, Plummer JL, 
Chalmers AH, (OP). Haemolysis associated with 
continuous venovenous renal replacement circuits. 
272-275. 
Equipment, filter 
Crowhurst JA, (C). Breathing system filters and 
hepatitis C. 219. 
Klineberg P, Liddle C, Lloyd G, Howells J, (C). Airway 
filters and hepatitis C: Reply. 220-221. 
Klineberg P, (C). Breathing system filters and hepatitis 
C: Reply. 219. 
Rathgeber J, Zuchner K, (C). Breathing system filters 
and hepatitis C. 219-220. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


VOLUME 26 


Equipment, gas analyser D 


4 Carter B, Holt M, Tibballs J, Hochmann M, (OP). An 


evaluation of a new analyser for inhaled nitric 

oxide administration. 67-69. 

Equipment, gas mixer 

Lye A, Patrick R, (CR). Oxygen contamination of the 
nitrous oxide pipeline supply. 207-209. 
Equipment, gastric tube 
Beh T, (C). Knotting of nasogastric tube. 116. 

Equipment, infusion system 

Chan S, Chen PP, Chui PT, Ma M, (C). Unintentional 
bolus with Graseby 9300 PCA pump. 117. 

Pathy S, Chandrasekara D, Hackwill K, Story D, (C). 
Infusion pumps and MRI. 117. 

Story DA, Houston JJ, Millar IL, (EQ). Performance 
of the Atom 235 syringe infusion pump under 
hyperbaric conditions. 193-195. 

Widdowson WM, Walker L, Havill JH, Sleigh JW, 
(OP). Microbial contamination of three-way taps 
on arterial lines. 51-55. 

Equipment, laryngeal mask 

Blake DW, Hogg MN, Hackman CH, Pang J, 
Bjorksten AR, (OP). Induction of anaesthesia 
with sevoflurane, preprogrammed propofol 
infusion or combined sevoflurane/propofol for 
laryngeal mask insertion: Cardiovascular, move- 
ment and EEG bispectral index responses. 360- 
365. 

_ Norton A, Germonpre J, Semple T, (CR). Pulmonary 

aspiration of blood following traumatic larnygeal 

7 mask airway insertion. 213-215. 

Poh J, Brimacombe J, (OP). A comparison of the 
T-piece, venturi T-piece and T-bag for emergence 
with the laryngeal mask. 526-528. 

Equipment, laryngeal mask—intubating 

Brimacombe J, Keller C, (C). Cervical spine instability 
and the intubating laryngeal mask—a caution. 710. 
Fukutome T, Amaha K, Nakazawa K, Kawamura T, 
Noguchi H, (OP). Tracheal intubation through the 
intubating laryngeal mask airway (LMA-Fastrach) 
in patients with difficult airways. 387-391. 
Equipment, needle 
Crowhurst JA, Plaat F (C). Fractured fine gauge, nar- 
row, atraumatic (pencil point) spinal needles. 457. 
Hoskin MF, (CR). Spinal anaesthesia—the current 
trend towards narrow gauge atraumatic (pencil 
point) needles. Case reports and review. 96-106. 
Equipment, pulmonary artery catheter 
Lai YC, Goh JCY, Lim SH, Seah TG, (CR). Difficult 
pulmonary artery catheterization in a patient with 
persistent left superior vena cava. 671-673. 
Equipment, resuscitation 
Cranswick PJ, Rodda M, (OP). Box Hill Hospital 
resuscitation trolley. 189-192. 

Equipment, sensor 

Divatia JV, Jacques T, Day P, Bihara DJ, (OP). 
Evaluation of a lactate sensor for rapid, repeated 
measurements of blood lactate concentrations. 
184-188. 

Equipment, surgical 

Hebbard PD, (OP). Venous embolism of diathermy 
evolved gases complicating hysteroscopic endo- 
metrial ablation using glycine irrigant. 112-114. 


727 


728 SUBJECT INDEX VOLUME 26 


Equipment, tubes double-lumen 
Ng HN, Ong BC, (C). Reusable Robertshaw tube. 224. 
Equipment, tubes tracheal 
Grimmett WG, Poh J, (CR). Clearance of an 
obstructed endotracheal tube with an arterial 
embolectomy catheter with the patient in the 
prone position. 579-581. 
Equipment, vaporizer 
Ball C, Westhorpe R, (CN). Snow’s Ether Inhaler. 3. 
Ball C, Westhorpe R, (CN). The EMO vaporiser. 347. 
Ball C, Westhorpe R, (CN). The Marrett Drawover 
Apparatus. 239. 
Ball C, Westhorpe R, (CN). The Oxford Vaporizer. 
129. 
Ball C, Westhorpe R, (CN). The Small Inhaler. 479. 
Ball C, Westhorpe R, (CN). The Tecota inhaler. 617. 
Bewley JS, Eltringham RJ, Sanderson P, (EQ). Closed 
circuit anaesthesia in ventilated patients using the 
Komesaroff vaporizer within the circle. 558-562. 
Equipment, ventilator with T-piece 
French RA, Kennedy RR, (OP). Disconnect alarm 
failure in detection of common gas outlet discon- 
nection. 665-670. 
Explosion 
Gowardman JR, Moriarty B, (CR). Explosion and fire 
in the expiratory limb of a Fisher and Paykel 
“Three in One” respiratory care system. 427-430. 


Fire 
Gowardman JR, Moriarty B, (CR). Explosion and fire 

in the expiratory limb of a Fisher and Paykel 
“Three in One” respiratory care system. 427-430. 

Fluids, intravenous 

Yap JCM, Critchley LAH, Yu SC, Calcroft RM, 
Derrick JL, (OP). A comparison of three fluid- 
vasopressor regimens used to prevent hypotension 
during subarachnoid anaesthesia in the elderly. 
497-502. 


Gastrointestinal tract 
Ford P, Breheny F, Jenkins I, (C). Plasmapheresis in 
the management of pancreatitis related to hyper- 
triglyceridaemia. 598. 
Gastrointestinal tract, mucosal perfusion 
Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. 
Venkatesh B, Morgan J, Jones RDM, Clague A, (OP). 
Validation of air as an equilibration medium in 


gastric tonometry: An in vitro evaluation of 


two techniques for 
46-50. 
Gender 
Khursandi DCS, (SV). Unpacking the burden. 
Gender issues in anaesthesia. 78-85. 


measuring air PCOs, 


Health management, clinical practice 
Scribante J, Lipman J, Saadia R, (PV). Good clinical 
research practice: What is it and is it possible in 

the intensive care unit? 568-574. 

Health management, economics 
Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, 


Yuxen DV, (OP). Optimal assessment of cervical 
spine trauma in critically ill patients: A prospective 
evaluation. 487-491. 

McKenzie AJ, (OP). Reinforcing a “low flow” anaes- 
thesia policy with feedback can produce a 
sustained reduction in isoflurane consumption. 
371-376. 

Health management, evidence based 

Rigg J, Cokis C, Collins K, Glass DD, Jamrozik K, 
Leslie K, Myles P, Peyton P, Poustie S, Silbert B, 
(SR). Improving the evidence base for anaes- 
thesia. 658-661. 

Health management, quality assurance 

Baldwin I, Beckmann U, Shaw L, Morrison A, (SR). 
Australian incident monitoring study in intensive 
care: Local unit review meetings and report 
management. 294-297. 

Health management, workforce 

Beckmann U, Baldwin I, Durie M, Morrison A, Shaw 
L, (OP). Problems associated with nursing staff 
shortage: An analysis of the first 3600 incident 
reports submitted to the Australian incident 
monitoring study (AIMS-ICU). 396-400. 

Khursandi DCS, (SV). Unpacking the burden. 
Gender issues in anaesthesia. 78-85. 

Heart, echocardiography 
McLean AS, (OP). Transoesophageal echocardio- 
graphy in the intensive care unit. 22-25. 
Heart, failure 
Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
_ scutatus) prothrombin activator and investigation 
Of release of vasoactive substances. 536-547. 
Heart, ischaemia 

Liu HC, Ang SBL, Chen FG, (CE). Anaesthesia for 
transmyocardial laser revascularization—initial 
experience with seven patients. 654-657. 

Tibballs J, (OP). The cardiovascular, coaguiation and 
haematological effects of tiger snake (Notechis 
scutatus) prothrombin activator and investigation 
of release of vasoactive substances. 536-547. 

Heart, tamponade 

McLean AS, Tyler K, (CR). Cardiac tamponade in a 
postpartum woman with Lemierre’s syndrome. 
582-583. 

Heart, ventricles 
Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
= ejection fraction and oxygen delivery without 
i deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. 
History, equipment 

Ball C, Westhorpe R, (CN). Snow’s Ether Inhaler. 3. 

Ball C, Westhorpe R, (CN). The EMO Vaporizer. 347. 

Ball C, Westhorpe R, (CN). The Marrett Drawover 
Apparatus. 239. 

Ball C, Westhorpe R, (CN). The Oxford Vaporizer. 
129. 

Ball C, Westhorpe R, (CN). The Small Inhaler. 479. 

Ball C, Westhorpe R, (CN). The Tecota Inhaler. 617. 

Berman JC, (C). The Berman airway. 597. 

Nathan B, McKeever J, (C). Comment on historical 
airways. 334. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


7 
> 


Humidification 

Branson RD, Campbell RS, Davis K, Porembka DT, — 
(OP). Anesthesia circuits, humidity output, and 
mucociliary structure and function. 178-183. 

Gowardman JR, Moriarty B, (CR). Explosion and fire 
in the expiratory limb of a Fisher and Paykel 
“Three in One” respiratory care system. 427-430. 

Hyperbaria 

Sherlock S, Buist M, Rasiah R, Edwards A, Shearer 
WAJ, (CR). Carbon dioxide embolism following 
diagnostic hysteroscopy. 674-676. 

Story DA, Houston JJ, Millar IL, (EQ). Performance 
of the Atom 235 syringe infusion pump under 
hyperbaric conditions. 193-195. 


Infection, bacterial 

Bellomo R, Bersten AD, Boots RJ, Bristow PJ, Dobb 
GJ, Finfer SR, McArthur CJ, Richards B, 
Skowronski GA, (OP). The use of antimicrobials 
in ten Australian and New Zealand intensive care 
units. 648-653. 

McLaws M-L, Murphy C, Taylor P, Coroneos N, (OP). 
Measuring line-related bacteraemia in intensive 
care patients. 282-286. ; 


McLean AS, Tyler K, (CR). Cardiac tamponade in a a, 


729 


Harrison GA, Byth PL, D’Este CA, (SV). The third 
five-year survey of fellows (by examination) of the 
Faculty of Intensive Care, Australian and New 
Zealand College of Anaesthetists. 401-410. 
McLaws M-L, Murphy C, Taylor P, Coroneos N, (OP). 
Measuring line-related bacteraemia in intensive 
care patients. 282-286. 
McLean AS, (OP). Transoesophageal echocardio- 
graphy in the intensive care unit. 22-25. 
Scribante J, Lipman J, Saadia R, (PV). Good clinical 
research practice: What is it and is it possible in 
the intensive care unit? 568-574. 
Venkatesh B, Tesar P, (CR). Hepatic portal venous gas 
in a critically ill patient. 575-578. 
Intensive care, equipment 
Gomersall CD, Leung PL, Gin T, Joynt GM, Young 
RJ, Poon WS, Oh TE, (OP). A comparison of the 
Hamamatsu NIRO 500 and the INVOS 3100 near- 
infrared spectrophotometers. 548-557. 
Intensive care, infection 
Bellomo R, Bersten AD, Boots RJ, Bristow PJ, Dobb 
GJ, Finfer SR, McArthur CJ, Richards B, 
Skowronski GA, (OP). The use of antimicrobials 
in ten Australian and New Zealand intensive care 
units. 648-653. 


postpartum woman with Lemierre’s syndrome. Webb SAR, Roberts B, Breheny FX, Golledge CL 


Widdowson WM, Walker L, Havill JH, Sleigh JW, 
(OP). Microbial contamination of three-way taps 
on arterial lines. 51-55. 
Infection, fungal 
Bellomo R, Bersten AD, Boots RJ, Bristow PJ, Dobb _ 


GJ, Finfer SR, McArthur CJ, Richards B, | 
Skowronski GA, (OP). The use of antimicrobials | 
in ten Australian and New Zealand intensive care 
units. 648-653. 
Infection, nosocomial 

Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
effect of manual lung hyperinflation and postural 
drainage on pulmonary complications in mechani- 
cally ventilated trauma patients. 492-496. 


Webb SAR, Roberts B, Breheny FX, Golledge CL, — 


Cameron PD, van Heerden PY, (OP). 
Contamination of propofol infusions in an inten-— 
sive care unit: Incidence and clinical significance. — 
162-164. 
Infection, viral 

Crowhurst JA, (C). Breathing system filters and 
hepatitis C. 219. 

Klineberg P, Liddle C, Lloyd G, Howells J, (C). Airway — 
filters and hepatitis C: Reply. 220-221. 

Klineberg P, (C). Breathing system filters and hepatitis — 
C: Reply. 219. 

Rathgeber J, Zuchner K, (C). Breathing system filters — 
and hepatitis C. 219-220. 

Intensive care 
Baldwin I, Beckmann U, Shaw L, Morrison A, (SR). 
care: Local unit review meetings and report man- 

agement. 294-297. 

Beckmann U, Baldwin I, Durie M, Morrison A, Shaw 
L, (OP). Problems associated with nursing staff 
shortage: An analysis of the first 3600 incident 
reports submitted to the Australian incident 
monitoring study (AIMS-ICU). 396-400. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


Powell 


= Cameron PD, van Heerden PV, (OP). 
Contamination of propofol infusions in an inten- 
sive care unit: Incidence and clinical significance. 
162-164. 

Interactions—drug 

: CG, Unsworth DJ, McVey FK, (CR). 
Severe hypotension associated with angiotensin- 
converting enzyme inhibition in anaesthesia. 107- 
109. 

Intubation, awake 

King HK, (C). Awake oral breath-guided intubation. 

332-333. 

Intubation, difficult 

___ Bilgin H, Ozyurt G, (OP). Screening tests for predict- 
ing difficult intubation. A clinical assessment in 

Turkish patients. 382-386. 

_ Penberthy AJ, Roberts N, (CR). Recurrent acute 
= upper airway obstruction after anterior cervical 
A fusion. 305-307. 

Intubation, fibreoptic 

Ishimura H, Minami K, Sata T, Murashima K, 
Shigematsu A, (CR). Airway management for an 
uncooperative patient with recessive dystrophic 
epidermolysis bullosa. 110-111. 

Mostafa SM, Murthy BVS, Hodgson CA, Beese E, 
(C). Nebulized 10% lignocaine for awake fibre- 
optic intubation. 222-223. 


Intubation, nasotracheal 


Hodgson R, Harvey P, Burrows RC, (OP). Miva- 
curium compared with three different doses of 


525. 
kins SA, Marshall CF, (C). Non-invasive local 
anaesthesia for nasal intubation. 596. 

Thiel R, (C). Facilitated nasotracheal intubation. 225- 
226. 
Williamson 

331-332. 


Australian incident monitoring study in intensive me suxamethonium for nasotracheal intubation. 521- 
Jen 


R, (C). Blind nasotracheal intubation. 


= 
i 
‘a 
= 
yp 
oa? 
= 
4 
? 


730 


Intubation, technique 

Fukutome T, Amaha K, Nakazawa K, Kawamura T, 
Noguchi H, (OP). Tracheal intubation through the 
intubating laryngeal mask airway (LMA-Fastrach) 
in patients with difficult airways. 387-391. 


Kidney, haemodialysis 
Bierer P, Holt AW, Bersten AD, Plummer JL, 
Chalmers AH, (OP). Haemolysis associated with 
continuous venovenous renal replacement circuits. 
272-275. 


Lung, adult respiratory distress 

Blythe D, van Heerden PV, Power BM, (R). 
Pulmonary hypertension and selective pulmonary 
vasodilators in acute lung injury. 26-39. 

Boots RJ, (CR). “Near drowning” due to hydatid 
disease. 680-681. 

Lung, blood flow 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) prothrombin activator and investigation 
of release of vasoactive substances. 536-547. 

Lung, physiotherapy 

Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
effect of manual lung hyperinflation and postural 
drainage on pulmonary complications in mechani- 
cally ventilated trauma patients. 492-496. 

Lung, pulmonary hypertension 

Blythe D, van Heerden PV, Power BM, (R). 
Pulmonary hypertension and selective pulmonary 
vasodilators in acute lung injury. 26-39. 

Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 

a oleic acid pulmonary injury. 355-359. 
Lung, respiratory distress syndrome 

Gould TH, Buist MD,. Meredith D, Thomas PD, 
(CR). Fulminant desquamative interstitial pneu- 
monitis. 677-679. 

_ Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. Da 

Leonard R, (OP). Liquid ventilation. 11-21. 

Malignant hyperthermia 

Kochling A, Wappler F, Winkler G, Schulte am Esch J, 
(CR). Rhabdomyolysis following severe physical 
exercise in a patient with disposition to malignant 
hyperthermia. 315-318. 

Measurement techniques 

Carter B, Holt M, Tibballs J, Hochmann M, (OP). An 
evaluation of a new analyser for inhaled nitric 
oxide administration. 67-69. 

Divatia JV, Jacques T, Day P, Bihara DJ, (OP). 
Evaluation of a lactate sensor for rapid, repeated 
measurements of blood lactate concentrations. 
184-188. 

Measurement techniques, spectroscopy 

Gomersall CD, Leung PL, Gin T, Joynt GM, Young 

RJ, Poon WS, Oh TE, (OP). A comparison of the 


Hamamatsu NIRO 500 and the INVOS 3100 near- 
infrared spectrophotometers. 548-557. 
Methaemoglobinaemia 
Andrzejowski J, (C). Dapsone methaemoglobinaemia. 
117-118. 
Monitoring, central venous pressure 
Chalkiadis GA, Goucke CR, (OP). Depth of central 
venous catheter insertion in adults: an audit and 
assessment of a technique to improve tip position. 
61-66. 
Monitoring, echocardiography 
McLean AS, (OP). Transoesophageal echocardio- 
graphy in the intensive care unit. 22-25. 
Sutton DC, Kluger R, (OP). Intraoperative transoe- 
sophageal echocardiography: Impact on adult 
cardiac surgery. 287-293. 
Monitoring, electroencephalography 
Blake DW, Hogg MN, Hackman CH, Pang J, 
Bjorksten AR, (OP). Induction of anaesthesia 
with sevoflurane, preprogrammed propofol 
infusion or combined sevoflurane/propofol for 
laryngeal mask insertion: Cardiovascular, move- 
ment and EEG bispectral index responses. 360- 
365. 
Schultz B, Schultz A, (C). Epileptiform EEG 
potentials with sevoflurane. 329. 
Monitoring, intensive care 
Beckmann U, Baldwin I, Durie M, Morrison A, Shaw 
L, (OP). Problems associated with nursing staff 
_ shortage: An analysis of the first 3600 incident 
reports submitted to the Australian incident 
monitoring study (AIMS-ICU). 396-400. 
McLean AS, (OP). Transoesophageal echocardio- 
graphy in the intensive care unit. 22-25. 
Monitoring, neuromuscular function 
Sinha S, Jain AK, Bhattacharya A, (OP). Effect of 
nutritional status on vecuronium induced neuro- 
muscular blockade. 392-395. 
Monitoring, nitric oxide 
Buettner A, Myles PS, (C). Related measurements do 
not imply agreement. 464. 
Carter B, Holt M, Tibballs J, Hochmann M, (OP). An 
evaluation of a new analyser for inhaled nitric 
oxide administration. 67-69. 
Carter BG, Tibballs JT, (C). Related measurements do 
not imply agreement—reply. 464-465. 
Monitoring, oximetry 
Andrzejowski J, (C). Dapsone methaemoglobinaemia. 
117-118. 
Gomersall CD, Leung PL, Gin T, Joynt GM, Young 
RJ, Poon WS, Oh TE, (OP). A comparison of the 
Hamamatsu NIRO 500 and the INVOS 3100 near- 
infrared spectrophotometers. 548-557. 
Monitoring, oxygen 
Bosman YK, Krige SJ, Edge KR, Newstead J, DuToit 
PW, (OP). Comfort and safety in eye surgery 
under local anesthesia. 173-177. 
Monitoring, pH gastric mucosa 
Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. 
Venkatesh B, Morgan J, Jones RDM, Clague A, (OP). 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


voce 
‘ SUBJECT INDEX VOLUME 26 
an 
4 

43 

hed 
= 


Validation of air as an equilibration medium in 
gastric tonometry: An in vitro evaluation of two 
techniques for measuring air PCO2. 46-50. 
Monitoring, thromboelastography 
Gibbs NM, Bell R, (OP). The effect of low- 
dose heparin on hypercoagulability following 
abdominal aortic surgery. 503-508. 
Monitoring, tonometry 
Venkatesh B, Morgan J, Jones RDM, Clague A, (OP). 
Validation of air as an equilibration medium in 
gastric tonometry: An in vitro evaluation of two 
techniques for measuring air PCO2. 46-50. 


Nerve, neuropathy 
Biccard BM, Grant IS, Wright DJ, Nimmo SR, 
Hughes M, (C). Suxamethonium and critical ill- 
ness polyneuropathy. 590. 
Neuromuscular block, mivacurium 
Hodgson R, Harvey P, Burrows RC, (OP). Miva- 


curium compared with three different doses of 


suxamethonium for nasotracheal intubation. 521- 
525. 
Neuromuscular block, suxamethonium 

Biccard BM, Grant IS, Wright DJ, Nimmo SR, 
Hughes M, (C). Suxamethonium and critical ill- 
ness polyneuropathy. 590. 

Hodgson R, Harvey P, Burrows RC, (OP). 
Mivacurium compared with three different doses 
of suxamethonium for nasotracheal intubation. 
521-525. 


| Neuromuscular block, vecuronium 


Sinha S, Jain AK, Bhattacharya A, (OP). Effect of 


nutritional status on vecuronium induced neuro- 
muscular blockade. 392-395. 
Nitric oxide 
Blythe D, van Heerden PV, Power BM, (R). 
Pulmonary hypertension and selective pulmonary 
vasodilators in acute lung injury. 26-39. 
Buettner A, Myles PS, (C). Related measurements do 
not imply agreement. 464. 
Carter B, Holt M, Tibballs J, Hochmann M, (OP). An 
evaluation of a new analyser for inhaled nitric 
oxide administration. 67-69. 
Carter BG, Tibballs JT, (C). Related measurements do 
not imply agreement—reply. 464-465. 
Dunster KR, (C). Monitoring nitric oxide. 333-334. 
Nutrition 
Sinha S, Jain AK, Bhattacharya A, (OP). Effect of 
nutritional status on vecuronium induced neuro- 
muscular blockade. 392-395. 


Obstetrics 
Vandendriesen NM, Lim W, Paech MJ, (SV). Labour 
ward midwifery staff epidural knowledge and 
practice. 411-419. 
Vandendriesen NM, Lim W, Paech MJ, Michael C, 
(SV). Obstetricians’ knowledge and attitudes 
toward epidural analgesia in labour. 563-567. 
Outcome, intensive care 
Havill JH, Sleigh J, (OP). Management and outcomes 
of patients with brain trauma in a tertiary referral 
trauma hospital without neurosurgeons on site. 


642-647. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


SUBJECT INDEX VOLUME 26 


731 


Oxygen, consumption 
Wongprasartsuk P, Konstantatos A, McRae R, (OP). 
The effect of forced air warming on postoperative 
oxygen consumption and temperature in elective 
orthopaedic surgery. 267-271. 
Oxygen, delivery 
_ Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. 
Oxygen, delivery systems 
Bosman YK, Krige SJ, Edge KR, Newstead J, DuToit 
PW, (OP). Comfort and safety in eye surgery 
= under local anesthesia. 173-177. 
¢ Coorey A, Mecklem D, (C). Backflow in oxygen 
tubing. 221-222. 
Poh J, Brimacombe J, (OP). A comparison of the 
T-piece, venturi T-piece and T-bag for emergence 
with the laryngeal mask. 526-528. 


> 


> 


by 


Pain, postoperative 

Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 

- (OP). Patient-controlled epidural versus intra- 
a lave venous pethidine to supplement epidural bupi- 

vacaine after abdominal aortic surgery. 630-635. 
- Burstal R, Hayes C, Lantry G, Wegener F, (OP). 
a Epidural analgesia—A prospective audit of 1062 
patients. 165-173. 

Munro FJ, Young SJ, Broome IJ, Robb HM, Wardall 
GJ, (OP). Intravenous tenoxicam for analgesia 
following laparoscopic cholecystectomy. 56-60. 

Patient, country 

Kluger MT, Willemsen G, (SV). Antiaspiration 
prophylaxis in New Zealand: A national survey. 
70-77. 

Patient, race 

Bilgin H, Ozyurt G, (OP). Screening tests for predict- 
ing difficult intubation. A clinical assessment in 
Turkish patients. 382-386. 

Howe PW, Condon JR, Goodchild CS, (OP). 

_ Anaesthesia for aboriginal Australians. 86-91. 

Phaeochromocytoma 

Russell WJ, Metcalfe IR, Tonkin AL, Frewin DB, 
(OP). The preoperative management of phaeco- 
chromocytoma. 196-200. 

Pharmacology, agonists adrenergic 

Yap JCM, Critchley LAH, Yu SC, Calcroft RM, 
Derrick JL, (OP). A comparison of three fluid- 
vasopressor regimens used to prevent hypotension 
during subarachnoid anaesthesia in the elderly. 
497-502. 

Pharmacology, amrinone 

Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, 
(OP). Amrinone improves right ventricular 
ejection fraction and oxygen delivery without 
deterioration of extravascular lung water in canine 
oleic acid pulmonary injury. 355-359. 

Pharmacology, benzodiazepine 

Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 
clinical trial comparing Ro 48-6791, a new short- 
acting benzodiazepine, with propofol for induction 
of anaesthesia. 509-514. 


= 


= 


= 


SUBJECT INDEX VOLUME 26 | 


Pharmacology, pethidine 
Ngan Kee WD, (OP). Intrathecal pethidine: Pharma- 
cology and clinical applications. 137-146. 
Ngan Kee WD, (R). Epidural pethidine: Pharma- 
cology and clinical experience. 247-255. 
Physiotherapy 
_ Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
effect of manual lung hyperinflation and postural 
drainage on pulmonary complications in mechani- 
cally ventilated trauma patients. 492-496. 
Position, prone 
“7 Grimmett WG, Poh J, (CR). Clearance of an 
obstructed endotracheal tube with an arterial 
embolectomy catheter with the patient in the 
prone position. 579-581. 
Pregnancy, complication 
McLean AS, Tyler K, (CR). Cardiac tamponade in a 
postpartum woman with Lemierre’s syndrome. 
582-583. 
Premedication 
Russell WJ, Metcalfe IR, Tonkin AL, Frewin DB, 
(OP). The preoperative management of phaco- 
chromocytoma. 196-200. 
Premedication, ketamine 
Rainey L, van der Walt JH, (CR). The anaesthetic 
management of autistic children. 682-686. 
Prostaglandin, prostacyclin 
7 Blythe D, van Heerden PV, Power BM, (R). 
Pulmonary hypertension and selective pulmonary 
ad vasodilators in acute lung injury. 26-39. 
Prostaglandin, sulprostone 
Chen FG, Koh KF, Chong YS, (CR). Cardiac arrest 
associated with sulprostone use during caesarean 
section. 298-301. 
Protocols 
Paech MJ, Pavy TJG, Kristensen JH, Wojnar-Horton 
RE, (OP). Postoperative nausea and vomiting: 
Development of a management protocol. 152-155. 


Radiology 

Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, 
Tuxen DV, (OP). Optimal assessment of cervical 
spine trauma in critically ill patients: A prospective 
evaluation. 487-491. 

Kwek TK, Lew TWK, Thoo FL, (OP). The role of pre- 
operative cervical spine X-rays in rheumatoid 
arthritis. 636-641. 

Recovery 

Kern C, Weber A, Aurilio C, Forster A, (OP). Patient 
evaluation and comparison of the recovery profile 
between propofol and thiopentone as induction 
agents in day surgery. 156-161. 

Research 

Scribante J, Lipman J, Saadia R, (PV). Good clinical 
research practice: What is it and is it possible in 
the intensive care unit? 568-574. 

Research, anaesthesia 

Kluger MT, (ET). Trainees attitudes to research as 

part of anaesthetic training. 92-95. 
Resuscitation 

Cranswick PJ, Rodda M, (OP). Box Hill Hospital 

resuscitation trolley. 189-192. 


Scoring systems, airway 
Bilgin H, Ozyurt G, (OP). Screening tests for predict- 
ing difficult intubation. A clinical assessment in 
Turkish patients. 382-386. 
Spine, cervical 
Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, 
Tuxen DV, (OP). Optimal assessment of cervical 
spine trauma in critically ill patients: A prospective 
evaluation. 487-491. 
Brimacombe J, Keller C, (C). Cervical spine instability 
and the intubating laryngeal mask—a caution. 710. 
Kwek TK, Lew TWK, Thoo FL, (OP). The role of pre- 
operative cervical spine X-rays in rheumatoid 
arthritis. 636-641. 
Penberthy AJ, Roberts N, (CR). Recurrent acute 
upper airway obstruction after anterior cervical 
fusion. 305-307. 
Surgery, abdominal 
Gibbs NM, Bell R, (OP). The effect of low- 
dose heparin on hypercoagulability following 
abdominal aortic surgery. 503-508. 
Surgery, airway 
Chan SKC, Ng SK, Cho AMW, Oh TE, (CR). 
Anaesthetic implications of Maffucci’s syndrome. 
586-589. 
Tan SSW, Tan GM, (CR). Anaesthesia for tracheo- 
plasty: Case report and review of anaesthesia tech- 
niques. 308-311. 
Surgery, cardiac 
Liu HC, Ang SBL, Chen FG, (CE). Anaesthesia for 
transmyocardial laser revascularization—initial 
experience with seven patients. 654-657. 
Sutton DC, Kluger R, (OP). Intraoperative transoe- 
sophageal echocardiography: Impact on adult 
cardiac surgery. 287-293. 
Surgery, day-case 
Kern C, Weber A, Aurilio C, Forster A, (OP). Patient 
evaluation and comparison of the recovery profile 
between propofol and thiopentone as induction 
agents in day surgery. 156-161. 
Surgery, endoscopy 
Webb T, (CR). Pneumothorax and pneumomedi- 
astinum during colonoscopy. 302-304. 
Surgery, gynaecological 
Hebbard PD, (OP). Venous embolism of diathermy 
evolved gases complicating hysteroscopic endo- 
metrial ablation using glycine irrigant. 112-114. 
Sherlock S, Buist M, Rasiah R, Edwards A, Shearer 
WAJ, (CR). Carbon dioxide embolism following 
diagnostic hysteroscopy. 674-676. 
Surgery, laparoscopy 
Munro FJ, Young SJ, Broome IJ, Robb HM, Wardall 
GJ, (OP). Intravenous tenoxicam for analgesia 
following laparoscopic cholecystectomy. 56-60. 
Surgery, laser 
Chan SKC, Ng SK, Cho AMW, Oh TE, (CR). 
Anaesthetic implications of Maffucci’s syndrome. 
586-589. 
Surgery, neurosurgical 
Havill JH, Sleigh J, (OP). Management and outcomes 
of patients with brain trauma in a tertiary referral 


- trauma hospital without neurosurgeons on site. 
642-647. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


= 
ng 


al SUBJECT INDEX VOLUME 26 


Surgery, ophthalmological To. Temperature, heating 
Bosman YK, Krige SJ, Edge KR, Newstead J, DuToit Wongprasartsuk P, Konstantatos A, McRae R, (OP). 
PW, (OP). Comfort and safety in eye surgery The effect of forced air warming on postoperative 
under local anesthesia. 173-177. oxygen consumption and temperature in elective 
Fry RA, (C). Innovation in anaesthesia for kerato- orthopaedic surgery. 267-271. 
plasty. 595-596. Toxicity, local anaesthetics 
Jackson K, Vote D, (CR). Multiple cranial nerve — Plowman AN, Bolsin S, Mather LE, (CR). Central 
palsies complicating retrobulbar eye block. 662- nervous system toxicity attributable to epidural 
664. ropivacaine hydrochloride. 204-206. 
Surgery, orthopaedic _ Wongprasartsuk P, Main BJ, (CR). Adverse local re- 
Wongprasartsuk P, Konstantatos A, McRae R, (OP). ¥ actions to amethocaine cream—audit and case 
The effect of forced air warming on postoperative 7 reports. 312-314. 
oxygen consumption and temperature in elective Training 
orthopaedic surgery. 267-271. Kluger MT, (ET). Trainees attitudes to research as 
Surgery, spinal part of anaesthetic training. 92-95. 
Penberthy AJ, Roberts N, (CR). Recurrent acute Trauma 
upper airway obstruction after anterior cervical _ Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, 
fusion. 305-307. Tuxen DV, (OP). Optimal assessment of cervical 
Surgery, thyroidectomy spine trauma in critically ill patients: A prospective 
Brooker CD, Sutherland J, Cousins MJ, (OP). — evaluation. 487-491. 
Propofol maintenance to reduce postoperative _ ~ Connor DFJ, Muir A, (C). Balanced analgesia for the 
emesis in thyroidectomy patients: A group management of pain associated with multiple 
sequential comparison with isoflurane/nitrous : fractured ribs in an opioid addict. 459. 
oxide. 625-629. _ Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
Surgery, vascular i effect of manual lung hyperinflation and postural 
Emery G, Handley G, Davies MJ, Mooney PH, (OP). drainage on pulmonary complications in mechani- 
Incidence of phrenic nerve block and hypercapnia cally ventilated trauma patients. 492-496. 
in patients undergoing carotid endarterectomy 
under cervical plexus block. 377-381. Veins, left superior vena cava 
Gibbs NM, Bell R. (OP). The effect of low- Lai YC, Goh JCY, Lim SH, Seah TG, (CR). Difficult 
dose heparin on hypercoagulability following pulmonary artery catheterization in a patient with 


abdominal aortic surgery. 503-508. persistent left superior vena cava. 671-673. 
z Sympathetic nervous system, adrenergic block Veins, portal vein 
Russell WJ, Metcalfe IR, Tonkin AL, Frewin DB, Venkatesh B, Tesar P, (CR). Hepatic portal venous gas 
(OP). The preoperative management of phaeo- ae critically ill patient. 575-578. 
chromocytoma. 196-200. Ventilation 


Syndromes, Klippel-Trenaunay Clarke JP, Schuitemaker MN, Sleigh JW. (OP). The 
Christie IW. Ahkine PA, Holland RL, (CR). Central effect of intraoperative ventilation strategies on 
regional anaesthesia in a patient with Klippel- perioperative atelectasis. 262-266. 
Trenaunay syndrome. 319-321. Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The 
Collier CB, (C). More on Klippel-Trenaunay syn- > effect of manual lung hyperinflation and postural 
r drainage on pulmonary complications in mechani- 
drome. 599. 7 
Syndromes. Lemierres cally ventilated trauma patients. 492-496. 
McLean AS, Tyler K, (CR). Cardiac tamponade in a Ventilation, Macemnection P). Disc — 
postpartum woman with Lemierre’s syndrome. French RA, Kennedy RR, (OP). Disconnect alarm 
582-583 ; failure in detection of common gas outlet discon- 


Syndromes, Maffuccis Pare nection. 665-670. 

Chan SKC, Ng SK, Cho AMW, Oh TE, (CR). Ventilation, liquid sep faa : 
Anaesthetic implications of Maffucci’s syndrome. Leonard R, (OP). Liquid ventilation. 11-21. 
586-589. Ventilation, perfluorocarbon 
Leonard R, (OP). Liquid ventilation. 11-21. 


= 


2 
= 
=~ 
Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


734 AUTHOR INDEX VOLUME 26. 


Ahkine PA, see Christie IW et al., (CR). 319-321. 

Ajani AE, Cooper DJ, Scheinkestel CD, Laidlaw J, Tuxen 
DV, (OP). Optimal assessment of cervical spine 
trauma in critically ill patients: A prospective evalua- 
tion. 487-491. 

Amaha K, see Fukutome T et al., (OP). 387-391. 

Amaha K, see Ishikawa S et al., (OP). 355-359. 

Andrzejowski J, (C). Dapsone methaemoglobinaemia. 
117-118. 

Ang SBL, see Liu HC et al., (CE). 654-657. 

Aurilio C, see Kern C et al., (OP). 156-161. . 


Bailey R, (BR). The Genesis of Surgical Anaesthesia. 
Bergman N. 467. 

Baines D, (C). Consulsive movements with sevoflurane 
induction in children. 329. 

Baker AB, (BR). Essential Anatomy for Anesthesia. Black 
SM, Chambers WA. 466. 

Baldwin I, see Beckmann U et al., (OP). 396-400. 

Baldwin I, Beckmann U, Shaw L, Morrison A, (SR). 
Australian incident monitoring study in intensive care: 
Local unit review meetings and report management. 
294-297. 

Ball C, (BR). Anaesthesia. Essays on its History. Rupreht J, 
van Lieburg MJ, Lee JA, Erdmann W. 714. 

Ball C, Westhorpe R, (CN). Snow’s Ether Inhaler. 3. 

Ball C, Westhorpe R, (CN). The EMO Vaporizer. 347. 

Ball C, Westhorpe R, (CN). The Marrett Drawover 
Apparatus. 239. 

Ball C, Westhorpe R, (CN). The Oxford Vaporizer. 129. 

Ball C, Westhorpe R, (CN). The Small Inhaler. 479. 

Ball C, Westhorpe R, (CN). The Tecota Inhaler. 617. 

Beckmann U, see Baldwin I et al., (SR). 294-297. 

Beckmann U, Baldwin I, Durie M, Morrison A, Shaw L, 

(OP). Problems associated with nursing staff shortage: 
An analysis of the first 3600 incident reports submitted 
to the Australian incident monitoring study (AIMS- 
ICU). 396-400. 

Beese E, see Mostafa SM et al., (C). 222-223. 

Beh T, (C). Knotting of nasogastric tube. 116. 

Beilby D, (AV). Haemaccel: Intraoperative Normovolemic 
Haemodilution. 470. 

Bell R, see Gibbs NM et al., (OP). 503-508. 

Bellomo R, Bersten AD, Boots RJ, Bristow PJ, Dobb GJ, 
Finfer SR, McArthur CJ, Richards B, Skowronski GA, 
(OP). The use of antimicrobials in ten Australian and 
New Zealand intensive care units. 648-653. 

Berman JC, (C). The Berman airway. 597. 

Berry FR, (C). Vale epidural anaesthesia? 457. 

Bersten A, (BR). Mechanical Ventilation. International 
Anesthesiology Clinics. Deb B, Pearl RG. 335. 

Bersten AD, see Bellomo R et al., (OP). 648-653. 

Bersten AD, see Bierer P et al., (OP). 272-275. 

Bewley JS, Eltringham RJ, Sanderson P, (EQ). Closed 
circuit anaesthesia in ventilated patients using the 
Komesaroff vaporizer within the circle. 558-562. 

Bhattacharya A, see Sinha S et al., (OP). 392-395. 

Biccard BM, Grant IS, Wright DJ, Nimmo SR, Hughes M, 
(C). Suxamethonium and critical illness polyneuro- 
pathy. 590. 

Bierer P, Holt AW, Bersten AD, Plummer JL, Chalmers 
AH, (OP). Haemolysis associated with continuous 
venovenous renal replacement circuits. 272-275. 

Bihara DJ, see Divatia JV et al., (OP). 184-188. 


Bilgin H, Ozyurt G, (OP). Screening tests for predicting 
difficult intubation. A clinical assessment in Turkish 
patients. 382-386. 

Bishop G, (BR). Handbook of Critical Care. Second 
Edition. Kirby RR, Taylor RW, Civetta JM. 335-336. 

Bishop G, (BR). Problems in Anesthesia: Controversies in 
Critical Care Anesthesia. Coursin DB, Prough DS, 
Fleisher, LA. 336. 

Bjorksten AR, see Blake DW et al., (OP). 360-365. 

Bjorksten AR, see Blake DW et al., (OP). 630-635. 

Blake D, see Wrigley PJ et al., (OP). 509-514. 

Blake DW, Hogg MN, Hackman CH, Pang J, Bjorksten AR, 
(OP). Induction of anaesthesia with sevoflurane, 
preprogrammed propofol infusion or combined 
sevoflurane/propofol for laryngeal mask insertion: 
Cardiovascular, movement and EEG bispectral index 
responses. 360-365. 

Blake DW, Stainsby GV, Bjorksten AR, Dawson PJ, 
(OP). Patient-controlled epidural versus intravenous 
pethidine to supplement epidural bupivacaine after 
abdominal aortic surgery. 630-635. 

Blunt D, Hastie C, Stephens P, (C). More than he nin- 
tended? 330. 

Blythe D, van Heerden PV, Power BM, (R). Pulmonary 
hypertension and selective pulmonary vasodilators in 
acute lung injury. 26-39. 


Boccardo M, (C). Oxygen contamination of the nitrous 

oxide pipeline supply. 598-599. 

Bolsin S, see Plowman AN et al., (CR). 204-206. 

Boots RJ, see Bellomo R et al., (OP). 648-653. 

Boots RJ, (CR). “Near drowning” due to hydatid disease. 
680-681. 

Bosman YK, Krige SJ, Edge KR, Newstead J, DuToit PW, 
(OP). Comfort and safety in eye surgery under local 
anesthesia. 173-177. 

Bradley J, (BR). Management of Acute and Chronic Pain. 
Rawal N. 713-714. 

Branson RD, Campbell RS, Davis K, Porembka DT, (OP). 
Anesthesia circuits, humidity output, and mucociliary 
structure and function. 178-183. 

Breheny F, see Ford P et al., (C). 598. 

Breheny FX, see Webb SAR et al., (OP). 162-164. 

Brimacombe J, see Poh J et al., (OP). 526-528. 

Brimacombe J, Keller C, (C). Cervical spine instability and 
the intubating laryngeal mask—a caution. 710. 

Briscoe P, (BR). Chronic Pain Management: The 
Essentials. Hardy PAJ. 607. 

Bristow PJ, see Bellomo R et al., (OP). 648-653. 

Brooker CD, Sutherland J, Cousins MJ, (OP). Propofol 
maintenance to reduce postoperative emesis in thy- 
roidectomy patients: A group sequential comparison 
with isoflurane/nitrous oxide. 625-629. 

Broome IJ, see Munro FJ et al., (OP). 56-60. 

Buettner A, Myles PS, (C). Related measurements do not 
imply agreement. 464. 

Buist M, see Sherlock S et al., (CR). 674-676. 

Buist MD, see Gould TH et al., (CR). 677-679. 

Burnett J, (C). The case for the use of verapamil in alarm- 
ing Chironex stings. 461-462. 

Burrows RC, see Hodgson R et al., (OP). 521-525. 

Burstal R, (C). Epidural analgesia: prospective audit— 
reply. 597-598. 

Burstal R, Hayes C, Lantry G, Wegener F, (OP). Epidural 
analgesia—A prospective audit of 1062 patients. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


1 
— 
ott 
= 
4. 
4 
A: 
i 


AUTHOR INDEX VOLUME 26 
165-173. oe Condon JR, see Howe PW et al., (OP). 86-91. 


Burstal R, Wegener F, Hayes C, Lantry G, (OP). 
Subcutaneous tunnelling of epidural catheters for 
postoperative analgesia to prevent accidental dislodge- 
ment: A randomized, controlled trial. 147-151. 

Byth PL, see Harrison GA et al., (SV). 401-410. 


Calcroft RM, see Yap JCM et al., (OP). 497-502. _ 
Cameron PD, see Webb SAR et al., (OP). 162-164. 
Campbell RS, see Branson RD et al., (OP). 178-183. 

Carter B, Holt M, Tibballs J, Hochmann M, (OP). An | 
evaluation of a new analyser for inhaled nitric oxide | 
administration. 67-69. 

Carter BG, Tibballs JT, (C). Related measurements do not 
imply agreement—reply. 464-465. 

Cass N, (BR). Anaesthesia and Intensive Care in Hong 
Kong. Evolution and Present Position. Lett Z, Joy-Wah 
R L. 229-230. 

Cass N, (BR). Essential Reports for Anaesthetists. Hambly 
PR. 228. 

Chalkiadis GA, Goucke CR, (OP). Depth of central venous 
catheter insertion in adults: an audit and assessment of 
a technique to improve tip position. 61-66. 

Chalmers AH, see Bierer P et al., (OP). 272-275. 

Chamley D, see McGlade DP et al., (OP). 515-520. 

Chan L, Jalaludin MA, (C). Inhalational induction with 
sevoflurane in an adult with asthma and tracheal 
stenosis. 709-710. 

Chan S, Chen PP, Chui PT, Ma M, (C). Unintentional bolus 
with Graseby 9300 PCA pump. 117. 

Chan SKC, Ng SK, Cho AMW, Oh TE, (CR). Anaesthetic 
implications of Maffucci’s syndrome. 586-589. 


Chandrasekara D, see Pathy S et al., (C). 117. 
Chen FG, see Liu HC et al., (CE). 654-657. a 

Chen FG, Koh KF, Chong YS, (CR). Cardiac arrest 
associated with sulprostone use during caesarean 
section. 298-301. 

Chen PP, see Chan S et al., (C). 117. 

Cheong KF, see Ti LK et al., (CR). 420-423. 

_ Chester S, (BR). Pain Relief in Labour. Russell R, Scrutton 
M, Porter J. 466-467. 

Chilvers M, Lang C, Jones D, (C). Intraoperative asystole 
and history of syncope. 593-594. ia 

Cho AMW, see Chan SKC et al., (CR). 586-589. ~\ 

Chong JL, see Sia AT et al., (C). 709. j 

Chong YS, see Chen FG et al., (CR). 298-301. 

Christie IW, Ahkine PA, Holland RL, (CR). Central 
regional anaesthesia in a patient with Klippel- 
Trenaunay syndrome. 319-321. 

~ Chui PT, see Chan S et al., (C). 117. 
_ Clague A, see Venkatesh B et al., (OP). 46-50. 

Clarke J, see Rosewarne F et al., (C). 592. 

Clarke JP, Schuitemaker MN, Sleigh JW, (OP). The effect 
of intraoperative ventilation strategies on peri- 
operative atelectasis. 262-266. 

Cockings JGL, (BR). Current Therapy in Critical Care 
Medicine, Third Edition. J.E. Parrillo. 719. 

Cokis C, see Rigg J et al., (SR). 658-661. 

~ Collier CB, see Vartis A et al., (OP). 256-261. <n. 
~ Collier CB, (C). More on Klippel-Trenaunay syndrome. 
599. 

Collier CB, (C). Recurring amniotic fluid embolism. 599- 
600. 

Collins K, see Rigg J et al., (SR). 658-661. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


Connor DFJ, Muir A, (C). Balanced analgesia for the 
management of pain associated with multiple frac- 
tured ribs in an opioid addict. 459. 

Cooper DJ, see Ajani AE et al., (OP). 487-491. 

Cooper DJ, see Ntoumenopoulos G et al., (OP). 492-496. 

Coorey A, Mecklem D, (C). Backflow in oxygen tubing. 
221-222. 

Corke C, (BR). Anaesthesia, Pain, Intensive Care and 
_ Emergency Medicine. Proceedings of the 12th Post- 
_ graduate Course in Critical Care Medicine. Gullo A. 

“IEE 

Corkeron MA, see Jelinek GA et al., (CR). 584-585. 

Coroneos N, see McLaws M-L et al., (OP). 282-286. 

Cousins MJ, see Brooker CD et al., (OP). 625-629. 

Cowling M, (C). CATO machine failure. 329-330. 

Cranswick P, (BR). The ICU Book. P. L. Marino. 604. _ 

Cranswick PJ, Rodda M, (OP). Box Hill Hospital resuscita- 
tion trolley. 189-192. 

Critchley L, see Karmakar MK et al., (C). 115-116. 

Critchley LAH, see Yap JCM et al., (OP). 497-502. 

Critchley LAH, (C). Bradycardia following intrathecal 
pethidine. 331. 

Crowhurst JA, (C). Breathing system filters and hepatitis C. 
219. 

Crowhurst JA, (C). Ropivacaine 0.5% and bupivacaine 
0.5% epidural blockade for lower limb orthopaedic 
surgery. 460. 

Crowhurst JA, Plaat F, (C). Fractured fine gauge, narrow, 
atraumatic (pencil point) spinal needles. 457. 


D’Este CA, see Harrison GA et al., (SV). 401-410. 

Davies MJ, see Emery G et al., (OP). 377-381. 

Davis K, see Branson RD et al., (OP). 178-183. 

Dawson PJ, see Blake DW et al., (OP). 630-635. 

Day P, see Divatia JV et al., (OP). 184-188. 

Della-Marta E, see Harper I et al., (OP). 366-370. 

Derrick JL, see Yap JCM et al., (OP). 497-502. 

Divatia JV, Jacques T, Day P, Bihara DJ, (OP). Evaluation 
of a lactate sensor for rapid, repeated measurements 
of blood lactate concentrations. 184-188. 

Dobb GJ, see Bellomo R et al., (OP). 648-653. 

Donnan G, (BR). Advances in Anesthesia, Vol. 15. Lake 
CL, Rice LJ, Sperry RJ. 712-713. 

Duffy B, (C). Does amniotic fluid embolism recur? 333. 

Duggan AW, (BR). Molecular Neurobiology of Pain. 
Borsook D. 605. 

Duncan AW, (BR). Illustrated Textbook of Pediatric 
Emergency & Critical Care Procedures. Dieckman 
RA, Fiser DH, Selbst SM. 716. 

Dunster KR, (C). Monitoring nitric oxide. 333-334. 

Durie M, see Beckmann U et al., (OP). 396-400. 

DuToit PW, see Bosman YK et al., (OP). 173-177. 


Edge KR, see Bosman YK et al., (OP). 173-177. _ 

Edwards A, see Sherlock S et al., (CR). 674-676. 

Elliott DW, see Wrigley PJ et al., (OP). 509-514. 

Eltringham RJ, see Bewley JS et al., (EQ). 558-562. 

Emery G, Handley G, Davies MJ, Mooney PH, (OP). 
Incidence of phrenic nerve block and hypercapnia in 
patients undergoing carotid endarterectomy under 
cervical plexus block. 377-381. 


Finfer SR, see Bellomo R et al., (OP). 648-653. 


= 
735 
= 
i 
{ 
a 
C4 


AUTHOR INDEX VOLUME 26 


Ford P, Breheny F, Jenkins I, (C). Plasmapheresis in the 
management of pancreatitis related to hypertriglyceri- 
daemia. 598. 

Forrest P, (BR). Endocrine Disorders and Anesthesia. 
International Anesthesiology Clinics. Desborough J. 
337. 

Forster A, see Kern C et al., (OP). 156-161. 

Foy J, see Raj V et al., (CR). 424-426. 

French RA, Kennedy RR, (OP). Disconnect alarm failure 
in detection of common gas outlet disconnection. 
665-670. 

Frewin DB, see Russell WJ et al., (OP). 196-200. 

Fry RA, (C). Innovation in anaesthesia for keratoplasty. 
595-596. 

Fukutome T, Amaha K, Nakazawa K, Kawamura T, 
Noguchi H, (OP). Tracheal intubation through the 
intubating laryngeal mask airway (LMA-Fastrach) in 
patients with difficult airways. 387-391. 


Gallo J, (C). Brodifacoum. 710-711. 

Gatt SP. see Vartis A et al., (OP). 256-261. 

Gatt SP, Vancaillie TG, (BR). The Pathophysiology of 
Pneumoperitoneum. Rosenthal PJ, Friedman RL, 
Phillips EH. 468. 

Germonpre J, see Norton A et al., (CR). 213-215. 


Gibbs JM, (BR). Problems in Anesthesia. Management of 


the Elderly Surgical Patient. Dauchot PJ, Cascorbi H. 
606. 

Gibbs NM, Bell R, (OP). The effect of low-dose heparin on 
hypercoagulability following abdominal aortic surgery. 
503-508. 

Gild A, see Ntoumenopoulos G et al., (OP). 492-496. 

Gin T, (BR). Drug Prescribing in Anaesthesia and Intensive 
Care. Paw HGW, Park GR. 337-338. : 

Gin T, see Gomersall CD et al., (OP). 548-557. 

Glass DD, see Rigg J et al., (SR). 658-661. 

Goh JCY, see Lai YC et al., (CR). 671-673. 

Golledge CL, see Webb SAR et al., (OP). 162-164. 

Gomersall CD, Leung PL, Gin T, Joynt GM, Young RJ, 

Poon WS, Oh TE, (OP). A comparison of the 
~ Hamamatsu NIRO 500 and the INVOS 3100 near- 
infrared spectrophotometers. 548-557. 

Goodchild CS, see Howe PW et al., (OP). 86-91. 

Goucke CR, see Chalkiadis GA et al., (OP). 61-66. 

Gould TH, Buist MD, Meredith D, Thomas PD, (CR). 
Fulminant desquamative interstitial pneumonitis. 677- 
679. 

Gowardman JR, Moriarty B, (CR). Explosion and fire in 
the expiratory limb of a Fisher and Paykel “Three in 
One” respiratory care system. 427-430. 

Grant IS, see Biccard BM et al., (C). 590. 

Gray DP. (C). Epidural analgesia: prospective audit. 597. 

Gray DP. (C). Intrathecal pethidine. 594. 

Gray M, (BR). Postoperative Recovery and Pain Relief. 
Eltringham R, Casey W, Durkin M. 337. 

Grimmett WG, Poh J, (CR). Clearance of an obstructed 
endotracheal tube with an arterial embolectomy 
catheter with the patient in the prone position. 579- 
581. 


Hackman CH, see Blake DW et al., (OP). 360-365. 
Hackwill K, see Pathy S et al., (C). 117. 4 


Hall R, see Lorimer M et al., (CR). 210-212. a 


Handley G, see Emery G et al., (OP). 377-381. 


Harper I, Della-Marta E, Owen H, Plummer J, Ilsley A, 
(OP). Lack of efficacy of propofol in the treatment of 
early postoperative nausea and vomiting. 366-370. 

Harrison J, (BR). Neuroanesthesia. Johnson JO, Sperry 
RJ, Stanley TH. 339. 

Harrison GA, Byth PL, D’Este CA, (SV). The third five- 
year survey of fellows (by examination) of the Faculty 
of Intensive Care, Australian and New Zealand 
College of Anaesthetists. 401-410. 

Harvey P, see Hodgson R et al., (OP). 521-525. 

Hastie C, see Blunt D et al., (C). 330. 

Havill JH, see Widdowson WM et al., (OP). 51-55. al 

Havill JH, Sleigh J, (OP). Management and outcomes of 
patients with brain trauma in a tertiary referral trauma 
hospital without neurosurgeons on site. 642-647. 

Hayes C, see Burstal R et al., (OP). 147-151. 

Hayes C, see Burstal R et al., (OP). 165-173. 

Hebbard PD, (OP). Venous embolism of diathermy evolved 
gases complicating hysteroscopic endometrial ablation 
using glycine irrigant. 112-114. 

Hochmann M, see Carter B et al., (OP). 67-69. 

Hodgson CA, see Mostafa SM et al., (C). 222-223. 

Hodgson R, Harvey P, Burrows RC, (OP). Mivacurium 
compared with three different doses of suxa- 
methonium for nasotracheal intubation. 521-525. 

Hogg MN, see Blake DW et al., (OP). 360-365. 

Holland RL, see Christie IW et al., (CR). 319-321. 

Holt AW, see Bierer P et al., (OP). 272-275. 

Holt M, see Carter B et al., (OP). 67-69. 

Hoskin MF, (CR). Spinal anaesthesia—the current trend 
towards narrow gauge atraumatic (pencil point) 
needles. Case reports and review. 96-106. 

Houston JJ, see Story DA et al., (EQ). 193-195. 

Howe PW, Condon JR, Goodchild CS, (OP). Anaesthesia 
for aboriginal Australians. 86-91. 

Howells J, see Klineberg P etal, (C) 220-221. 

Hughes M, see Biccard BM et al., (C). 590. 


Ilsley A, see Harper I et al., (OP). 366-370. 

Ishikawa S, Nakazawa K, Yokoyama K, Amaha K, (OP). 
Amrinone improves right ventricular ejection fraction 
and oxygen delivery without deterioration of extra- 
vascular lung water in canine oleic acid pulmonary 
injury. 355-359. 

Ishimura H, Minami K, Sata T, Murashima K, Shigematsu 
A, (CR). Airway management for an uncooperative 
patient with recessive dystrophic epidermolysis 
bullosa. 110-111. 


Jackson K, Vote D, (CR). Multiple cranial nerve palsies 
complicating retrobulbar eye block. 662-664. 

Jacques T, see Divatia JV et al., (OP). 184-188. — 

Jain AK, see Sinha S et al., (OP). 392-395. 

Jalaludin MA, see Chan L et al., (C). 709-710. 

Jamrozik K, see Rigg J et al., (SR). 658-661. 

Jelinek GA, Rogers IR, Corkeron MA, O’Donnell A, (CR). 
Severe multi-system failure following delayed presen- 
tation with tiger snake envenomation. 584-585. 

Jenkins I, (BR). Principles and Practice of Critical Care. 
Garrard C, Foex P, Westaby S. 228-229. 

Jenkins I, see Ford P et al., (C). 598. 

Jenkins SA, Marshall CF, (C). Non-invasive local anaes- 
thesia for nasal intubation. 596. 7 

Jones D, see Chilvers M et al., (C). 593-594. 

Jones RDM, see Venkatesh B et al., (OP). 46-50. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 ; 


| 


Kang SC, 


: Kawamura T, see Fukutome T et al., 


Kiyama S, Yoshikawa T, (C). 


Klineberg P, Liddle C, 


Kluger MT, (ET 
_ Kluger MT, Willemsen G, (SV). 


" Kluger R, see Sutton DC et al., 
“% Knight G, (BR). Principles and Practice of Intensive Care 


~ Kwek TK, Lew TWK, Thoo FL, (OP). 


Lim SH, see Lai YC et al., (CR). 671-673. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


Joynt GM, see Gomersall CD et al., (OP). 548-557. 

Kalpokas MV, see McGlade DP et al., (OP). 515-520. 

see Ti LK et al., (CR). 420-423. 

-Karmakar MK, Critchley L, (C). Continuous extrapleural 
intercostal nerve block for post thoracotomy analgesia 
in children. 115-116. 

(OP). 387-391. 

Keller C, see Brimacombe J et al., (C). 710. 
Kennedy RR, see French RA et al., (OP). 665-670. 

Kern C, Weber A, Aurilio C, Forster A, (OP). Patient 
evaluation and comparison of the recovery profile 
between propofol and thiopentone as induction agents 
in day surgery. 156-161. 

Khursandi DCS, (SV). Unpacking the burden. Gender 


issues in anaesthesia. 78-85. 
HK, (C). 


Awake oral breath-guided intubation. 332- 


propofol for the difficult airway. 591-592. 
Lloyd G, Howells J, 
filters and hepatitis C: Reply. 220-221. 


(C). Airway 


i Klineberg P, (C). Breathing system filters and hepatitis C: 
: Reply. 219. 


Kluger MT, (C). Delayed onset femoral nerve block follow- 
ing an inguinal field block for hernia repair. 592-593. 


anaesthetic training. 92-95. 

Antiaspiration prophylaxis 
in New Zealand; A national survey. 70-77. 

(OP). 287-293. 


Monitoring. Tobin MJ. 469. 

-Kochling A, Wappler F, Winkler G, Schulte am Esch J, 
(CR). ibdomyolysis following severe physical 
exercise in a patient with disposition to malignant 
hyperthermia. 315-318. 

Koh KF, see Chen FG et al., (CR). 298-301. 
Konstantatos A, see Wongprasartsuk P et al., (OP). 267- 
271. 
_Krige SJ, see Bosman YK et al., (OP). 173-177. - 
Kristensen JH, see Paech MJ et al., (OP). 152-155. 
~Kuchel TR, see Masci PP et al., 

-Kurien KM, (C). Maintaining optimal head positioning for 
laryngoscopy. 331. 

The role of pre- 

operative cervical spine X-rays in rheumatoid arthritis. 

636-641. 


Lai YC, Goh JCY, Lim SH, Seah TG, (CR). Difficult 
pulmonary artery catheterization in a patient with per- 
sistent left superior vena cava. 671-673. 

waidlaw J, see Ajani AE et al., (OP). 487-491. 
ang C, see Chilvers M et al., (C). 593-594. 
antry G, see Burstal R et al., (OP). 147-151. 
antry G, see Burstal R et al., (OP). 165-173. 
eonard R, (OP). Liquid ventilation. 11-21. 
_-eslie K, (BR). Problems in Anesthesia: Controversies in 
Neuroanesthesia. Prough DS, Zornow MH, Fleisher 
LA. 227. 
Leslie K, see Rigg J et al., (SR). 658-661. 
Leung PL, see Gomersall CD et al., (OP). 548-357. 
Lew TWK, see Kwek TK et al., (OP). 636-641. ; 
Liddle C, see Klineberg P, et al. (C.) 220-221. 


Target-controlled infusion of 


’). Trainees attitudes to research as part of 


(OP). 276-281. 


McKenzie I, 


Lim W, see Vandendriesen NM et al., (SV). 411-419. 

Lim W, see Vandendriesen NM et al., (SV). 563-567. 

Lipman J, see Scribante J et al., (PV). 568-574. : 

Little T, (BR). Proceedings of the 8th World Congress on 
Pain. Jensen TS, Turner JA. 338. 

Liu HC, Ang SBL, Chen FG, (CE). Anaesthesia for trans- 
myocardial laser revascularization—initial experience 
with seven patients. 654-657. 

Lloyd G, see Klineberg P et al., (C). 220-221. 

Lorimer M, Hall R, (CR). Remifentanil and propofol total 
intravenous anaesthesia for thymectomy in myasthenia 
gravis. 210-212. 

Loughman E, (BR). Q Base Anaesthesia: 2. MCQs for the 
final FRCA. Hammond E, McIndoe A. 119. 

Low J, (BR). Atlas of Transesophageal Echocardiography. 
Nanda NC, Domanski MJ. 601-602. 

Lye A, Patrick R, (CR). Oxygen contamination of the 


nitrous oxide pipeline supply. 207-209. - 


12-314. 


Ma M, see Chan S et al., (C). 117. 

Main BJ, see Wongprasartsuk P et al., (CR). 3 

Marck K, see van Poppelen R et al., (C). 225. 

Mark AH, see McGlade DP et al., (OP). 515-52¢ 

Marley J, see Watts RW et al., (OP). 201-203. 

Marshall CF, see Jenkins SA et al., (C). 596. 

Masci PP, Mirtschin PJ, Nias T, Turnball RK, Kuchel TR, 
Whitaker AN, (OP). Brown snakes (Pseudonaja 
genus): venom yields, venom prothrombin activator 
neutralization, and implications affecting antivenom 
usage. 276-281. 

Mather LE, see Plowman AN et al., (CR). 204-206. 

Matthews N, (BR). Pediatric Critical Care, 2nd Edition. 
Fuhrman BP, Zimmerman JJ. 716-717. 

McArthur CJ, see Bellomo R et al., (OP). 648-653. 

McGlade DP, Kalpokas MV, Mooney PH, Chamley D, 
Mark AH, Torda TA, (OP). A comparison of 0.5% 
ropivacaine and 0.5% bupivacaine for axillary brachial 
plexus anaesthesia. 515-520. 

McKeever J, see Nathan B et al., (C). 334. 

(BR). International Anesthesiology Clinics: 
Airway Management In Pediatric Anesthesia. Borland 
LM. 227. 

McKenzie I, (BR). Wards Anaesthetric Equipment. Moyle 
JTB, Davey A. 606. 

McKenzie AJ, (C). ACE inhibitors, colloid infusions and 
anaesthesia. 330. 

McKenzie AJ, (OP). Reinforcing a “low flow” anaesthesia 
policy with feedback can produce a sustained reduc- 
tion in isoflurane consumption. 371-376. 

McKenzie I, (BR). Measurement of Pain in Infants and 
Children. Progress in Pain Management and Research 
Volume 10. Finley GA, McGrath PJ. 604-605. 

McLaws M-L, Murphy C, Taylor P, Coroneos N, (OP). 
Measuring line-related bacteraemia in intensive care 
patients. 282-286. 

McLean AS, (OP). Transoesophageal echocardiography in 
the intensive care unit. 22-25. 

McLean AS, Tyler K, (CR). Cardiac tamponade in a post- 
partum woman with Lemierre’s syndrome. 582-583. 

McRae R, see Wongprasartsuk P et al., (OP). 267-271. 

McVey FK, see Powell CG et al., (CR). 107-109. 

Mecklem D, see Coorey A et al., (C). 221-222. 

Meredith D, see Gould TH et al., (CR). 677-679. 

Metcalfe IR, see Russell WJ et al., (OP). 196-200. 

Michael C, see Vandendriesen NM et al., (SV). 563-567. - 


AUTHOR INDEX VOLUME 26 


Millar IL, see Story DA et al., (EQ). 193-195. 

Minami K, see Ishimura H et al., (CR). 110-111. 

Mirtschin PJ, see Masci PP et al., (OP). 276-281. 

Mooney PH, see Emery G et al., (OP). 377-381. 

Mooney PH, see McGlade DP et al., (OP). 515-520. 

Morgan J, see Venkatesh B et al., (OP). 46-50. 

Moriarty B, see Gowardman JR et al., (CR). 427-430. 

Morrison A, see Baldwin I et al., (SR). 294-297. 

Morrison A, see Beckmann U et al., (OP). 396-400. 

Mostafa SM, Murthy BVS, Hodgson CA, Beese E, (C). 
Nebulized 10% lignocaine for awake fibreoptic intuba- 
tion. 222-223. 

Muir A, see Connor DFJ et al., (C). 459. 

Munro FJ, Young SJ, Broome IJ, Robb HM, Wardall GJ, 
(OP). Intravenous tenoxicam for analgesia following 
laparoscopic cholecystectomy. 56-60. 

Murashima K, see Ishimura H et al., (CR). 110-111. 

Murphy C, see McLaws M-L et al., (OP). 282-286. 

Murthy BVS, see Mostafa SM et al., (C). 222-223. 

Myles P, see Rigg J et al., (SR). 658-661. 

Myles PS, see Buettner A et al., (C). 464. 

Myles PS, (BR). Clinical Anesthesia Procedures of the 
Massachusetts General Hospital. Fifth Edition. Hur- 
ford WE, Bailin MT. 469. 


Nakazawa K, see Fukutome T et al., (OP). 387-391. 

Nakazawa K, see Ishikawa S et al., (OP). 355-359. 

Nathan B, McKeever J, (C). Comment on historical air- 
ways. 334. 

Newcombe G, (BR). Problems in Anesthesia: Preoperative 
Evaluation in an Era of Cost Containment. Fleisher 
LA, Prough DS. 335. 

Newstead J, see Bosman YK et al., (OP). 173-177. 

Ng HN, Ong BC, (C). Reusable Robertshaw tube. 224. 

Ng SK, see Chan SKC et al., (CR). 586-589. 

Ngan Kee WD, (C). Dosage of intrathecal pethidine— 
Reply. 709. 

Ngan Kee WD, (OP). Intrathecal pethidine: Pharmacology 
and clinical applications. 137-146. 

Ngan Kee WD, (R). Epidural pethidine: Pharmacology and 
clinical experience. 247-255. 

Nias T, see Masci PP et al., (OP). 276-281. 

Nimmo SR, see Biccard BM et al., (C). 590. 

Noguchi H, see Fukutome T et al., (OP). 387-391. 

Norton A, Germonpre J, Semple T, (CR). Pulmonary 
aspiration of blood following traumatic larnygeal mask 
airway insertion. 213-215. 

Norton A, Roberton G, (CR). Functional upper airway 
obstruction. 216-218. 

Ntoumenopoulos G, Gild A, Cooper DJ, (OP). The effect 


: of manual lung hyperinflation and postural drainage 
- on pulmonary complications in mechanically venti- 
lated trauma patients. 492-496. 
O’Donnell A, see Jelinek GA et al., (CR). 584-585. 
Oh TE, see Chan SKC et al., (CR). 586-589. 
Oh TE, see Gomersall CD et al., (OP). 548-557. 
Ong BC, see Ng HN et al., (C). 224. 
Orlikowski C, (BR). Clinical and Rescuscitative Data: A 
Compendium of Acute Medical Data. Dunnill R, 
Colvin P. 603-604. 
Orlikowski C, (BR). The Laryngeal Mask Airway: A 
Review and Practical Guide. Brimacombe JR, Brain 
AIJ. 718-719. 


Overton JH, (BR). Pediatric Emergency Medicine: 
Concepts and Clinical Practice. 2nd Edition. Barkin 
RM. 470. 

Owen H, see Harper | et al., (OP). 366-370. 

Owen H, (BR). Handbook of Patient-Controlled Anal- 
gesia. Subhedar DV, Malik V, Rudz D. 338. 

Ozyurt G, see Bilgin H et al., (OP). 382-386. 


Paech M, (BR). Clinical Problems in Obstetric Anaes- 
thesia. Russell IF, Lyons G. 229. 

Paech MJ, see Vandendriesen NM et al., (SV). 411-419. 

Paech MJ, see Vandendriesen NM et al., (SV). 563-567. 

Paech MJ, Pavy TJG, Kristensen JH, Wojnar-Horton RE, 
(OP). Postoperative nausea and vomiting: Develop- 
ment of a management protocol. 152-155. 

Pang J, see Blake DW et al., (OP). 360-365. 

Pathy S, Chandrasekara D, Hackwill K, Story D, (C). 


J 


Infusion pumps and MRI. 117. : 
Patrick R, see Lye A et al., (CR). 207-209. 
Pavy TJG, see Paech MJ et al., (OP). 152-155. 


Pearce PH, (BR). Neural Blockade in Clinical Anaesthesia 
and Management of Pain. 3rd Edition. Cousins M. 467. 
Penberthy AJ, Roberts N, (CR). Recurrent acute upper air- 
way obstruction after anterior cervical fusion. 305-307. 

Peyton P, see Rigg J et al., (SR). 658-661. 

Plaat F, see Crowhurst JA et al., (C). 457. 

Platt H, see Teh J et al., (C). 458. 

Plowman AN, Bolsin S, Mather LE, (CR). Central nervous 
system toxicity attributable to epidural ropivacaine 
hydrochloride. 204-206. 

Plummer J, see Harper I et al., (OP). 366-370. 

Plummer JL, see Bierer P et al., (OP). 272-275. 

Poh J, see Grimmett WG et al., (CR). 579-581. 

Poh J, Brimacombe J, (OP). A comparison of the T-piece, 
venturi T-piece and T-bag for emergence with the 
laryngeal mask. 526-528. 

Poon WS, see Gomersall CD et al., (OP). 548-557. 

Porembka DT, see Branson RD et al., (OP). 178-183. 

Poustie S, see Rigg J et al., (SR). 658-661. 

Powell CG, Unsworth DJ, McVey FK, (CR). Severe 
hypotension associated with angiotensin-converting 
enzyme inhibition in anaesthesia. 107-109. 

Power BM, see Blythe D et al., (R). 26-39. 

Power I, (BR). Problems in Anaesthesia. Management of 
Acute Pain.. J.A. Grass. 718. 

Puddy A, (BR). Handbook of Mechanical Ventilatory 
Support. 2nd Edition. M.C. Stock A. Perel. 715. 

Puddy A, (BR). Sepsis and Multiorgan Failure. Fein AM, 
Abraham EM, Balk RA, Bernard GR, Bone RC, 
Dantzker DR, Fink MP. 602. 

Pybus A, (BR). The Anaesthesia OSCE. Eggers K, Everatt 
J, ArthursG. 606-607. 


Rainey L, van der Walt JH, (CR). The anaesthetic manage- 
ment of autistic children. 682-686. 

Raj V, Foy J, (CR). Paraspinal abscess associated with 
epidural in labour. 424-426. 

Rasiah R, see Sherlock S et al., (CR). 674-676. 

Rathgeber J, Zuchner K, (C). Breathing system filters and 
hepatitis C. 219-220. 

Ray R, (BR). Perioperative Transfusion Medicine. Spiess 
BD, Counts RB, Gould RA. 712. 

Richards B, see Bellomo R et al., (OP). 648-653. 

Rigg J, Cokis C, Collins K, Glass DD, Jamrozik K, Leslie K, 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


: 
ap 


AUTHOR INDEX VOLUME 26 


Myles P, Peyton P, Poustie S, Silbert B, (SR). 
Improving the evidence base for anaesthesia. 658-661. 

Robb HM, see Munro FJ et al., (OP). 56-60. 

Roberton G, see Norton A et al., (CR). 216-218. 

Roberts B, see Webb SAR et al., (OP). 162-164. 

Roberts N, see Penberthy AJ et al., (CR). 305-307. — 

Rodda M, see Cranswick PJ et al., (OP). 189-192. 

Rogers IR, see Jelinek GA et al., (CR). 584-585. 

Rosewarne F, Clarke J, (C). An unusual fault in a pin-index 
yoke. 592. 

Ross A, (BR). Obstetric Anesthesia and Uncommon 
Disorders. Gambling DR, Douglas MJ. 336. 

Royse CF, (BR). Clinical Cardiovascular Medicine in 
Australia. Coriat P. 716. 

Royse CF, (BR). Regional Anaesthesia CD-ROM: An 
Interactive Atlas of Anatomy and Techniques. Hahn 
MB, Quillan PM, Sheplock GJ. 714-715. 

Russell WJ, (BR). Anesthesia Equipment Manual. Sosis B. 
339. 

Russell WJ, Metcalfe IR, Tonkin AL, Frewin DB, (OP). 
The preoperative management of phaeochromocy- 
toma. 196-200. 


Sata T, see Ishimura H et al., (CR). 110-111. | 
Scheinkestel CD, see Ajani AE et al., (OP). 487-491. 
Schuitemaker MN, see Clarke JP et al., (OP). 262-266. 
Schulte am Esch J, see Kochling A et al., (CR). 315-318. 
Schultz A, see Schultz B et al., (C). 329. 

Schultz B, Schultz A, (C). Epileptiform EEG potentials 


with sevoflurane. 329. 

Scribante J, Lipman J, Saadia R, (PV). Good clinical 
research practice: What is it and is it possible in the 
intensive care unit? 568-574. oe 

Seah TG, see Lai YC et al., (CR). 671-673. 

Semple T, see Norton A et al., (CR). 213-215. 

Shaw L, see Baldwin I et al., (SR). 294-297. 

Shaw L, see Beckmann U et al., (OP). 396-400. 

Shearer WAJ, see Sherlock S et al., (CR). 674-676. 

Sherlock S, Buist M, Rasiah R, Edwards A, Shearer WAJ, 
(CR). Carbon dioxide embolism following diagnostic 
hysteroscopy. 674-676. 

Shigematsu A, see Ishimura H et al., (CR). 110-111. 

Sia AT, Chong JL, (C). Dosage of intrathecal pethidine and 
body weight. 709. 

Silbert B, see Rigg J et al., (SR). 658-661. 

Sinha S, Jain AK, Bhattacharya A, (OP). Effect of 
nutritional status on vecuronium induced neuro- 
muscular blockade. 392-395. 

Skowronski GA, see Bellomo R et al., (OP). 648-653. 

Sleigh J, see Havill JH et al., (OP). 642-647. 

Sleigh JW, see Clarke JP et al., (OP). 262-266. 

Sleigh JW, see Widdowson WM et al., (OP). 51-55. 

Smith S, (C). Faulty markings on an epidural catheter. 594- 
595. 

Stainsby GV, see Blake DW et al., (OP). 630-635. 

Stephens P, see Blunt D et al., (C). 330. 

Story D, see Pathy S et al., (C). 117. sais 

Story DA, Houston JJ, Millar IL, (EQ). Performance of the 
atom 235 syringe infusion pump under hyperbaric 
conditions. 193-195. 

Sultana A, (BR). How to Survive in Anaesthesia. Robinson 
PN, Hall GM. 717. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


739 


Sutherland AD, (BR). Critical Care Medicine: The 
essentials, 2nd Edition. Marini JJ, Wheller AP. 602- 
603. 

Sutherland J, see Brooker CD et al., (OP). 625-629. 

Sutherland SK, see Tibballs J et al., (C). 462-463. 

Sutherland SK, see Tibballs J et al., (OP). 40-45. _ 

Sutton DC, Kluger R, (OP). Intraoperative transoeso- 
phageal echocardiography: Impact on adult cardiac 
surgery. 287-293. 


Tan GM, see Tan SSW et al., (CR). 308-311. 

Tan SSW, Tan GM, (CR). Anaesthesia for tracheoplasty: 
Case report and review of anaesthesia techniques. 308- 
311. 

Taylor P, see McLaws M-L et al., (OP). 282-286. 

Teh J, Platt H, (C). Inhalational induction with sevoflurane 
in central airway obstruction. 458. 

Tesar P, see Venkatesh B et al., (CR). 575-578. 

Thiel R, (C). Facilitated nasotracheal intubation. 225-226. 

Thomas PD, see Gould TH et al., (CR). 677-679. 

Thoo FL, see Kwek TK et al., (OP). 636-641. 

Ti LK, Kang SC, Cheong KF, (CR). Acute hyponatraemia 
secondary to cerebral salt wasting syndrome in a 
patient with tuberculous meningitis. 420-423. 

Tibballs J, see Carter B et al., (OP). 67-69. 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) prothrombin activator and investigation of 
release of vasoactive substances. 536-547. 

Tibballs J, (OP). The cardiovascular, coagulation and 
haematological effects of tiger snake (Notechis 
scutatus) venom. 529-535. 

Tibballs J, Williams D, Sutherland SK, (C). The case for the 
use of verapamil in alarming Chironex stings—Reply. 
462-463. 

Tibballs J, Williams D, Sutherland SK, (OP). The effects of 
antivenom and verapamil on the haemodynamic 
actions of Chironex fleckeri (box jellyfish) venom. 40- 
45. 

Tibballs JT, see Carter BG et al., (C). 464-465. 

Tomkins D, (BR). Non-Invasive Cardiovascular Monitor- 
ing. Hayes B. 719. 

Tonkin AL, see Russell WJ et al., (OP). 196-200. 

Torda TA, see McGlade DP et al., (OP). 515-520. 

Turnball RK, see Masci PP et al., (OP). 276-281. 

Tuxen DV, see Ajani AE et al., (OP). 487-491. 

Tyler K, see McLean AS et al., (CR). 582-583. 

Unsworth DJ, see Powell CG et al., (CR). 107-109. 

van der Walt JH, see Rainey L et al., (CR). 682-686. 

van der Walt JH, (BR). Clinical Pediatric Anesthesia. Badg- 
well JM. 713. 

van Heerden PV, see Blythe D et al., (R). 26-39. 

van Heerden PV, see Webb SAR et al., (OP). 162-164. 

van Poppelen R, Marck K, (C). Clearing the airway— 
mouth gags, wedges and openers. 225. 

Vancaillie TG, see Gatt SP et al., (BR). 468. 

Vandendriesen NM, Lim W, Paech MJ, (SV). Labour ward 
midwifery staff epidural knowledge and practice. 411- 
419. 

Vandendriesen NM, Lim W, Paech MJ, Michael C, (SV). 
Obstetricians’ knowledge and attitudes toward 
epidural analgesia in labour. 563-567. 

Vanlint S, (C). Droperidol and dysphoria. 224-225. 

Vartis A, Collier CB, Gatt SP, (OP). Potential intrathecal 


to 


leakage of solutions injected into the epidural space 
following combined spinal epidural anaesthesia. 256- 
261. 

Venkatesh B, Morgan J, Jones RDM, Clague A, (OP). 
Validation of air as an equilibration medium in gastric 
tonometry: An in vitro evaluation of two techniques 
for measuring air PCO2. 46-50. 

Venkatesh B, Tesar P, (CR). Hepatic portal venous gas in a 
critically ill patient. 575-578. 

Vote D, see Jackson K et al., (CR). 662-664. 

Walker L, see Widdowson WM et al., (OP). 51-55. 

Walker SE, (BR). Assessment and Treatment of Cancer 
Pain. Progress in Pain Research and Management, 
Volume 12. Payne R, Patt RB. 715. 

Walpole B, (BR). Textbook of Pediatric Emergency 
Procedures. Henretig FM, King C. 601. 

Wappler F, see Kochling A et al., (CR). 315-318. 

Wardall GJ, see Munro FJ et al., (OP). 56-60. 

Wark H, (BR). Brain Edema X. James HE, Marshall LF, 


Reulen H-J, Baethmann A, Marmarou A, Ito U, Hoff 


JT, Kuroiwa T, Czernicki Z. 603. 

Jatts RW, Marley J, Worley P, (OP). Undergraduate 
education in anaesthesia: The influence of role models 
on skills learnt and career choice. 201-203. 

Webb SAR, Roberts B, Breheny FX, Golledge CL, 
Cameron PD, van Heerden PV, (OP). Contamination 
of propofol infusions in an intensive care unit: 
Incidence and clinical significance. 162-164. 

Webb T, (CR). Pneumothorax and pneumomediastinum 
during colonoscopy. 302-304. 

Weber A, see Kern C et al., (OP). 156-161. 

Weeks A, (BR). Management of the Operating Room. 
International Anesthesiology Clinics. M. Willock. 712. 

Wegener F, see Burstal R et al., (OP). 147-151. 

Wegener F, see Burstal R et al., (OP). 165-173. 

Westhorpe R, (BR). Alternate-Site Anesthesia: Clinical 
Practice Outside the Operating Room. Russell GB. 


Westhorpe R, see Ball C et al., (CN). 129. 


Westhorpe R, see Ball C et al., (CN). 239. 

Westhorpe R, see Ball C et al., (CN). 3. 

Westhorpe R, see Ball C et al., (CN). 347. 

Westhorpe R, see Ball C et al., (CN). 479. 

Westhorpe R, see Ball C et al., (CN). 617. 

Whitaker AN, see Masci PP et al., (OP). 276-281. 

Widdowson WM, Walker L, Havill JH, Sleigh JW, (OP). 
Microbial contamination of three-way taps on arterial 
lines. 51-55. 

Willemsen G, see Kluger MT et al., (SV). 70-77. 

Williams D, see Tibballs J et al., (C). 462-463. 

Williams D, see Tibballs J et al., (OP). 40-45. 


Winkler G, see Kochling A et al., (CR). 315-318. 

Wojnar-Horton RE, see Paech MJ et al., (OP). 152-155. 

Wongprasartsuk P, Konstantatos A, McRae R, (OP). The 
effect of forced air warming on postoperative oxygen 
consumption and temperature in elective orthopaedic 
surgery. 267-271. 

Wongprasartsuk P, Main BJ, (CR). Adverse local reactions 
to amethocaine cream—audit and case reports. 312- 
314. 

Worley P, see Watts RW et al., (OP). 201-203. 

Wright DJ, see Biccard BM et al., (C). 590. 

Wrigley PJ, Elliott DW, Blake D, (OP). A phase 2 clinical 
trial comparing Ro 48-6791, a new short-acting benzo- 
diazepine, with propofol for induction of anaesthesia. 
509-514. 

Yap JCM, Critchley LAH, Yu SC, Calcroft RM, Derrick JL, 
(OP). A comparison of three fluid-vasopressor regi- 
mens used to prevent hypotension during subarach- 
noid anaesthesia in the elderly. 497-502. 

Yokoyama K, see Ishikawa S et al., (OP). 355-359. 

Yoshikawa T, see Kiyama S et al., (C). 591-592. 

Young RJ, see Gomersall CD et al., (OP). 548-557. 

Young SJ, see Munro FJ et al., (OP). 56-60. 

Yu SC, see Yap JCM et al., (OP). 497-502. 

Zuchner K, see Rathgeber J et al., (C). 219-220. 


Anaesthesia and Intensive Care, Vol. 26, No. 6, December 1998 


7A() AUTHOR INDEX VOLUME 26 - 
— 
> 
& 
a ” 


